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cabinart KITS aa 


HI-FI speaker-equipment cabinets 
— Model 80 has lift lid, removable panels. 
—— Bass reflex tuned for 12” or 15’ speakers. 
Overall dimensions: 33 Y2""H, 23’W, 16D. 
M80 tuner section, inside: 20H, 2134“W, 
154"D. M8112, M8115 baffle volume: 6 
a cubic feet. 5% white pine 
900? aw 
Model 80 equipment cabinet kit $27.00 
— Model 8112 12” speaker cabinet kit 18.00 
—— Model 8115 15” speaker cabinet kit 18.00 
t 
4 


Ian All kits precision-cut to size, baffles pre-cut for 12" or 15” speakers, 
Kits include Saran plastic acousticloth, glue, sandpaper, plastic wood, 
hardware, assembly instructions and finishing instructions. Write for 
complete catalogs and nearest Cabinart kit dealer. 


I CORNER HORN Model 61, 12” speaker—$19.95 O 


Model 63, 15” speaker—$23.95 


all prices slightly higher west and south 


ACOUSTICALLY ENGINEERED ASSEMBLED WITH ONLY A SCREWDRIVER! 


7 FEATURING THE KLIPSCH-DESIGNED Aalel ly 


ready-to-finish birch 


REBEL enclosure development entails a 
cavity and slot port, to form a resonant 
chamber, and a horn coupled to the 
slot. The slot is loaded by the horn; the 
proportioning of slot, cavity and horn 
provide bass response below 100 cy- 
cles which corresponds in efficiency 
to the front-of-cone direct radiator re- 
sponse above this critical 100-cycle 
point. There are two ways one might 
consider the function of this horn. One 
is a bass reflex with a horn acting as a resistive load on the 
port. System resonances are damped by useful radiation re- 
sistance while the horn does not cost anything. It is already 
formed by the room corner. Again, if a full horn were added 
below the 100-cycle point bass response would be boomy and 
unnatural. But, in the Rebel enclosures, the cavity-port com- 
bination acts as an acoustic low pass filter. And its design is k 
such that low-end response will compare with response higher 
in the sound scale. 


MODEL K-12—$36.00 
MODEL K-15—$42.00 
DIRECT RADIATION OF HIGHS 
BACK RADIATION OF LOWS 


Brooklyn, N. Y. 


KIT FORMS BY ied 75 North 11th Street 
~ 
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RADIO-TELEVISION : 
BROADCASTING ae 


RADIO-TELEVISION 115 rillion home and auco 
Fadioz plus 25 million Tel2- 
SERVICIN vision homes with total growing rapidly) 
mean increasing opport:mities for qualified 

servicemen. Many NRI students nake $10, $15 a week extra 
fixing sets In. spare time while traning- Magy NRI graduates 
start their own full-time business or take good jobs with dealers. 


Let Me ShowHow You Can Qualify for 


| RADIO-TELEVISION “in SpareTime 


Extra Money Spare Time 
‘Four months after enrolling 
was servicing Radios and aver> 


Television Growth Making More 
Good Pay Jobs, Prosperity 


rand 


TRAINING plu 
ire 


LL SMITH, Presitent 
WATIOMAL RADID INSTITUTE 
WASHINGTCH, 0.C, 


has trained more m 


nd Television “ig 
ee *; WILLIAM WEYDE, Brook- 
@ lyn, New York. 
Start Soon to Make 510, ‘15 Cot Laid Off, Good Thing 


"'Got laid off my machine shop 


a 1 Wek Extra Fixing Sets job which was the beat thigg 


Practice or ea or ‘Seriking ouse okt Keer pci 
with Kits of Parts | Send You | 


trained in Ra 


ny men | tra in 


ness has teen picking up every 


E. T. BLATE, Corsi: aie -) ‘hi 


uives) the=piaioe ae ee ; eee b cinta: Engineer with Station WHPE 
Pa MS bs 13 lad tr me | Wa) to wae | operated 8 

7 : ° successful radio repair shop. 
cal ex x Mail Coupon—Find Out About Then ? got a job with WPAQ. 
c t later with WBOB and now I 

‘ Tested Way To Better Pay am_ap. engineer for WHPE,” 


Rie W, WORKMAN, High 
i Point, North Carolina 


Owner of Appliance Store 


Thiegs lock good 
future." = ERGARD SIERS. 
Graatsville, West Va. 


Mr. J. E- SMITH, President, Dept. 5FO4 


i ) 

H Nationat Radio institute, Washington 9, D.C. ‘ 

! Mail me Sample Lesson and 64-page Book, FREE. (No 4 

4 salesman will call. Please write plainly.) 1 

1 ‘ 

! NAM AGE ' 

~ 1 ‘ 

AVAILABLE TO 1 ADDRESS : 

a 

y E T J R A N § | CITY vse, ZONE... STATE. ‘ 
‘ WRITE IN DATE 
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a erecesteceseoses e 


es 
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GREAT OPPORTUNITY FIELDS 
Conditions are changing. Many “‘one operation” jobs that 
have paid well will not last. Don’t be satisfied with a ‘‘mo future” 
job. Whether 17 or up to 45 years of age, train the Coyne 
way fora better job and a real futuce in ELECTRICITY or 
TELEVISION-RADIO, fields that offer a world of opportunities. 


YOU can TRAIN in great CHICAGO SHOPS 


Train on real, full-size equipment at COYNE where 
thousands of successful men have trained for over 55 years 
—largest, oldest, best equipped school of its kind—established 
in 1899. No advanced education or previous experience 
needed. TRAINING APPROVED FOR VETERANS. 


B, W. COOKE, President tr) . FOUNDED 1899 
ELECTRICAL SCHOOL 


A TECHNICAL TRADE INSTITUTE CHARTERED NOT FOR PROFIT 
500 S. PAULINA STREET, CHICAGO, Dept.. A5-71H 
CLECTRICITY *& RADIO & TELEVISION *& REARIGERATION *& ELECTRONICS 


COYNE offers 


TAEVISION 


papi jo-£ r. in 


Spare Time AT HOME 


The future is YOURS in TV-RADIO! 
A fabulous field—good pay—fascinating work— 


a prosperous future! Good johs, or independence 
in your owr business! 


Coyne brings you the first truly lower cost, MODERN—QUALITY Televi- 
sion Home Training: training designed to meet Coyne standards. Not an 
old Radio Course with Television ‘‘tacked on”. Here is MODERN TELE- 
VISION TRAINING including working hnowledge of Radio. Includes 
UHF and COLOR TV. No Radio background er previous experience needed. 
Personal guidance by Coyne Staff. Practical Job 
Guides to show you how to do actual servicing 
jobs— make money early in course.With Coyne 
Television Home Training yom pay only for 
your training, no cosrly “put together kits” 


ELECTRICAL SCHOOL 


$00 S. Paulina St., Dept. AS-HT7, Chicago 12 


oevvy, 8. W. COOKE, President 


training .. 


NOT FOR PROFIT kind. Established 1899. 
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Coyne—the Institution behind this 
. the largest, oldest, best 
A TECHNICAL TRADE INSTITUTE OPERATED ¢@uipped residential school of its 


Train for Better 


in Great 
Shops of COYNE 


START NOW— PAY LATER—Finance, Plan 
and Easy Monthly Payment Plan. Also part- 
time employment help for students. 


Get FREE Book 


Send coupon for 48 page 
illustrated book ‘‘Guide to 

Careers in Electricity and Tele- 
vision-Radio.’’ No cost; no 
obligation; nosalesman will 
call. Get vital facts now! 


By W. COOKE, President 
| COYNE ELECTRICAL SCHOOL 
500S. Paulina St., Chicago 12, Ill., Dept.A5-71H 


Send BIG FREE book and details of your 
training offer. This does not obligate me and 
| no salesman will call. I am interested in: 
| C) Electricity () Television-Radio 


l Name______ 


Address 
| its State 


SEND COUPON FOR FREE 


BOOK 

and full details, 
including easy 
Payment Plan. 

No obligation, no 
salesman will call. 


COYNE ELECTRICAL SCHOOL 
" Television Home Training Div. 
500 S, Paulina St., co ae 12, IL. 
| Dept. A5-HT7 
|}Send Free Book and details on Television 


| Home Training. This does not obligate me and 
po salesman will call. 


‘| Name. — ~ 


Address. ™ ‘ = 


| City. — : State 


Build this 


REMOTE CONTROL UNIT 


for model planes, beats, cars 


Ta 


Thanks to the Raytheon CK722 Transistor, you 
can build a compact, lightweight radio control 
unit that will give you more hours of performance 
than ever befsre possible. 

__ The useful life of the RK61 im control circuits 
is governed principally by the amount of plate 
current drawn during operation. Use of a Ray- 
theon CK722 Transistor as a D.C. amplifier fol- 
lowing the RK61 circuit permits the thyratron to 
idle at a lower value of plate current thus increas- 
ing tube life. 

ree circuit information on this new CK722 
Transistor application is pews for the asking. 
Simply write Cepartment P6. 


Excellence tn Elockamnics 


RAYTHEON MFG. CO. 


Recelving and Cathode Ray Tyze ‘Operations 
Newton 58, MassacFusetts 
RELIABLE. SUBMINIATURE AND MIBIATURE TUBES 
SEMICONDUCTOR DIOD=S AND TRANSISTORS 
NUCLEONIZ TUBES 
RECEIVING AND PICTURE TUSES - MECROWAVE TUBES 


ITEMS OF INTEREST 


Scatter Propagation Tests........... Gieag ave eal siels 38 
TV Received in Flight...2....<050c0c00ceaccenn 90 
Rocket Seeks Radio Data. ............ bopawed 54 102 
Tape-of-the-Month Club ..2..0s-csseusecices on 102 


NEW PRODUCTS 


Economical Hi-Fi Amplifier...........0...00005 40 
Wide Range Tape Recorder for Custom installation 40 
Hearing Aid Concealed in Head Band........... 90 
Low Cost Signal Generator. ...........0ce0e0es 90 
Unique Kit for Experimenters..,..........00-00 93 
Kit Bullds TV Sétijs cess. oss SO are Potters cise F 93 
Kit Builds Electronic Organ. ..........ceeeeeeee 100 
Gt EM Anteningigss ope exec cse te ewercer ans 100 
Compact 3-Way Hi-Fi Speaker.:............... 101 


If you are unable to find these listed products focally, 
write directly to the manufacturers at the addresses given. 
Also see the monthly review of new items of interest to the 
electronics hobbyist in ‘Tools & Gadgets'’ appearing on 
pages 112 to 114 of this issue of POPULAR ELECTRONICS. 


COMING NEXT MONTH 
POPULAR ELECTRONICS 


"Uranium Prospecting Issue” 


The Bakerfield Uranium Strike 

Building a Simple Geiger Counter 

Modifying Geiger Counters for Metering 

Market Survey of Geiger Counters 

Light Beam Transmitter for Voice 
Communication 

Audio Frequency Meter 

Checking Out Clock Radios 

Easily Built Chassis Rack 

Transistor Pocket Radio Receiver 


High-Fidelity Audio " Kits " Radio Control 
® Short-Wave Listening ® What's New ® 


How It Works ® How to Make It ®™ How to 
Use It " Carl & Jerry © Tips & Techniques 


IN THIS MONTH'S 


RADIO & TELEVISION NEWS 


(June) 


A Transistorized Light-Beam Audio Transmitter 
Helicopter Communications on 213 Meters 
Why the NARTB Curve for Magnetic Tape? 
The “Rebel 5” 

Tone Transmitter for Radio Control 


POPULAR ELECTRONICS 
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INVENTORS 


Lean how to protect your invention. The U. S. Patent gto: 
Laws provide that any new and useful art, machine, article of \ a 
manufacture, or composition of matter, or any new and rh. 
useful improvement thereof, may be patented if the act of dy 
invention is involved. Therefore, every inventor with a “x 
valuable invention should take advantage of the Patent Laws oe 
and proceed for patent protection in order to safeguard > 


his rights. 

A patent gives the inventor the exclusive right to prevent 
others from making, using, or selling the invention claimed 
in the patent for a period of seventeen years. 


The Patent Laws were enacted for the benefit of the inventor 
to give him protection for the features of his invention which 
are patentable. These features must be properly and con- 
cisely set forth and claimed in a formal application for patent, 
in order to comply with the requirements of the Patent Laws. 
For that reason, unless the inventor is familiar with patent 
matters, he should engage a competent registered patent ‘e 
attorney or agent to represent him. We are registered to 
practice before the U. S. Patent Office and are prepared to 
serve you in the handling of your patent matters. 
A specially prepared booklet entitled ‘Patent Guide for 
the Inventor’, containing detailed information with respect 
to patent protection and procedure, together with a ‘‘Record A 
of Invention” form will be promptly forwarded to you without 
obligation upon request. 


CLARENCE A. O’BRIEN & HARVEY JACOBSON > 
Registered Patent Attorneys 
59-F DISTRICT NATIONAL BUILDING 
WASHINGTON 5, D. C. 
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ECONOMY 


of the month 


Build this low-cost, code oscillator! | ACCESSORIES 
Helps you learn code faster; prepare 

for your novice license, All parts § J-38 Key $ .99 
and simplified wiring instructions in- Stock No. XA883 
cluded, Then plug into any 110 volt AC 

source, and with accessories shown, § Headphones $2.01 
you’re ready to go. Stock No. 50A005 


Stock No. 89A001 Phone Plugs $3 


SEND FOR COMPLETE pod pened 


LIST OF WRL KITS Order By Cat- 
TODAY! alog Number 


Completely 
Bandswitching 


GLOBE SCOUT 
65 Watts CW; 50 Watts Fone per month 

Transmits on 10-160M Pay Just $10.00 

amateur bands. Metering aes Baa 

provided. Pt Network 4 

antenna tuner. Self-con- 

tained power supply. May 

be used mobile; provi- 

sions for dynamotor at- 

tachment. 100% modula- 

tion of Final. Thoroughly 

TVi-screened cabinet. An 

ideal rig for the novice. 

Cabinet 8''x16''x8”’. 


All Prices Subject To Change Without Notice! 
i r Le ee 


only 


$7.95 


PES 
WORLD RADIO 
LABORATORIES | 


Wous tara bArORaton tT 


O Code Oscillator Kit 
($4.95) 

OD Info on Other WRL Kits 
C) Info on Globe Scout 
(1 Giant Radio Map (25c) 
O Recond. Eqpt. List 
O 
O 
eal 
fe) 


J-38 Key (99c) 
Headphones ($2.01) 
Phone Plugs (33c) 
FREE CATALOG 


CHTY and STATE: —————— 
mt Ge 6S ee 


FOLLOWING THE RELEASE of our April issue 
which contained a short April Fool article 
on “Contra-Polar Energy” (page 27), a 
number of readers wrote in asking if at 
some future date negative energies and 
frequencies might be possible. Although the 


| “Contra-Polar Energy” article may have 


made negative energy appear to be a sim- 
ple matter, it is actually a reversal of many 
well-known accepted physical laws. As por- 
trayed in this article, “Contra-Polar En- 
ergy” is an impossibility. 

As mentioned in this column last month, 
the July issue will contain, in addition to 
our many regular articles and features, a 


| Section on Geiger counters. We will show 


detailed plans on building a handy 700-volt 
Geiger counter with metering, carphones 
and a neon flasher. And Leo Sands has been 
assigned the task of writing a story from 
Bakersfield, Calif., on the uranium pros- 
pecting rush in that vicinity. 

Considerable effort has gone into the 
preparation of a market survey of com- 
mercially available Geiger counter equip- 
ment for the July issue. To our knowledge, 
this will be the first time that material of 
this nature and scope will appear in print. 
If you are in the market for a Geiger 


| counter to take on your camping trips, you 


will find this particular article of value. 
The August issue of “POP’tronics” will 
introduce a new department catering to the 
interests of our radio amateur-minded 
readers. It will be conducted by Herb 
Brier, W9EGQ, a popular writer on the 
subject of novice ham radio. Herb will en- 
courage the participation of newcomers in 
novice radio. His material published in 
other magazines has done much to further 


radio amateur activity. 


There appears to be some confusion as to 
the use of the Citizen’s Radio bands. In 
fact, the possibility that a great number of 
unlicensed transmitters are in operation 
has been brought to our attention. Next 
month we will devote space to a clarifica- 
tion of the Federal Communication Com- 
mission Rules and Regulations on this sub- 
ject. Please look for it if you are a model 
radio-control enthusiast! 

ops. 
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VETERANS! 


MAY CHANGE YOUR 


THREE COURSES TO TRAIN YOU 
FOR THE JOB YOU WANT 


RADIO-FM-TELEVISION TECHNICIAN 
COURSE — No previous experience necessary. You 
learn hy practicing wich the professional equipment 
i send you. Many of my graduates now have good 
paying technician jabs vith such firms as RCA, NEC-7V, 
Dumont TV and numeroJs other TV Studios and plants: 
FM-TV TECHNICIAN COURSE — Previeus 
froining of experience 11 radio required. You can save 
months of time if you have previous Armed Forces or 
Civilian radio experiencs! Train at home with kits of 
parts, plus equipment te build BIG SCREEN TV RECEIVER. 
ALL FURNISHED AT NO EXTRA COST! 

EXTRA TRAINING IN NEW YORK CITY AT NO ADDITIONAL 


LC. lone, 8.3.. MAL 
President, Radio-Television 
Training Association. 
Executive Director, Pearce 
Schoo! of Radio & Television 


sending 


in Ame 


COST — MMter you finish your home siudy fraining in ellher of these two r# 
aie technician, 

courses, you get two veeks, 50 hours, of intensive Laboratory work on modern Fy 
electronic equipment al our associate school in New York City, Pierce School of (MBeauuunss 
and securi 


Radio & Television. THES EXTRA TRAINING IS YOURS AT NO EXTRA COST 
WHATSOEVER. My courses are. complete without this extra training, but it gives 
you added opportunity for review and practice. 

TV CAMERAMAN AND STUDIO TECHNICIAN COURSE — Ad- 
vanced training for men with radio or IV training or experience. | train you 
at home for an exciting high pay job as the mon behind the TV camera. 


VETERANS 


NON-VETERANS! 


ENTIRE LIFE 


Just by clipping the coupon below and 


it to me today, you can apen 


up a whole new future for yourself 


rica’s fastes*-growing field — 


Radio-Television-Elestronics. 


The very day | receive ycur coupon | will send to you 
Free « Sample Lesson and my New Somos Book 


At absolutely ne cost or otligation you can see for 
yourself how you can begir now to prepare yourself 
for a better-paying career as a TV repairman, studio 


cameraman or ary one of the many 
jobs in the field that is bringing success 
ty to hundreds of men — many of them 


with no more than grammmer school education anc 
no experience whatsoever. 


If you think } was exaggera‘ing when I said, “My Free 
Lesson May Change Your Entire Life, just see what 
some of my graduates say about my training — 


“1 kngw | weuld 


“RITA peolnine been i "0d nor | yor have achieved 
My school fully approved to train Veterans under New Korean G.I. ave me the G instrucige peer this progress if It 
Bill. Write discharg2 date on coupon. ond know-how Schoey) erate worer't for the 
do the work ‘ Lge would 4 fever help and guidance 
EARN WHILE YOJ LEARN — Almost from the very start you con earn best ond mae a onnnie hed trom RUTR: ; 
extra money while learning by repairing Radio-TV sets for friends ond neighbors. ter be vege Edword ‘aa 
. . sos ie 
Many of my students earn up to $25 a week .. . poy for their entire training ei wichigar | Pedio. 1h Recirman is i Hee 


from spare time earnings . . . stort their own profitable service business. 

FREE FCC COACHING COURSE — Important for BETTER PAY JOBS 
requiring FCC License. You get this training AT NO EXTRA COST. Top TV jobs go 
to FCC-licensed technicians. 


files, The T 


With the equipment | send you as part of your course 
you BUILD and KEEP a professional GIANT SCREEN TV 
RECEIVER complete with big picture tube (takes any 
size up to 21-inch) . . . also a Super-Het Radio Receiver, 
AF-RF Signal Generator, Combination Voltmeter-Ammeter- 
Ohmmeter, C-W Telephone Transmitter, Public Address 
System, AC-DC Power Supply. Everything supplied, includ- 
ing all tubes. My practical, easy-to-understand lessons 
hove brought success to hundreds of men. You, too, COM pystc address 
troin for a belter-paying job or set up a business System 

of your own if you act NOW! 


enoucl EQUIPMENT up. Don’t 


10 SET UP your 
OWN HOME 
LABORATORY 


stations — 


Super-Het 
Radio Receiver 4 


CW Telephone 
Teonsmitter 


T salting PV ssociation 


52 EAST 19th STREET « NEW YORK 3, N. Y. 
Licensed by the State of New York @ Approved for Veteran Training 
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Obu; 
"9. Ont. Canady Central Folls. Rt. 


These letters and many more like them are in my 


V Boom that brasgh* good opportunities to 


these RTTA graduates is sti on with no sign of letting 


let ooportunity pass you by, Write today 


for your Sample Lesson, new 36-page book, TV Job 
Opportunities List, 


and 43-state list of future TV 
ALL FREE! 


MAIL THIS. COUPON TODAY! 


Me, Lequard C. dane, President 
RAPIQ-TELEVISION TRAINING AXIOCHTION 
opt, Bs, $2 East 19th St. New York 3, NY. 
Deo i, Leper Mail, mi “fbr NEW FREE S00K,'“FREE SAMPLE “LESSOR, ond 
FREE oid Met Will shew me com V cog moke OEG, OBE IN TELEWISION, 4 
anderstong (om unde @ecebligation wid wel sotdimen’ will git. 

(PAGE PRINT PLAINLY), 


Nar ~ - ee ee oe — a). 
Addrey —— — a 
fy ~ stone. Stato = 
1AM INTERESTED ate R 

Di Rode FTN Amhnicion Comme Wrijc . cjscharge dot 

DD FAY Tecbaicien Couns | 

OT comeaman & Stidio Veulhicton’ Lesh P | 

a 


NO SALESMAN WILE CALL! 
9 


4 


FROM OUR READERS 


~ FREQUENCY RESPONSE OF SPEAKERS 


= In “What We Hear” (March issue, page 22), I 
read: “Unfortunately, no single speaker has yet 
been designed that covers the complete audio 
spectrum.” J presume that “complete” means 16 
to 16,000 cps. If so, that is wrong. I have just 
been to the University of British Columbia’s Open 
House Day, and in the Physics Department I saw 
and heard an electronic instrument that produced 
frequencies from 10 to 30,000 cps through a single 
speaker. (I heard only 20 to 15,700 cps.) At 
full volume, around 10 or 15 cycles, it fave me 
a peculiar feeling in the chest, and at 15,000 cps 
it nearly shattered my teeth! Have you any 
idea how this speaker worked? Apparently, the 
speaker was limited only by the range of the 
signal generator. 


Pete Rugge 
Vancouver, B. C., Canada 


What reader Rugge describes is more of a lab- 
oratory experiment than an actual listening situa- 
tion in which speech and music are heard under 
normal conditions. Be that as it may, the re- 
Sponse of a speaker to pure signal generator tones 
is not necessarily the last word on how it will 


respond to music from a sizable ensemble. Other 
factors must be considered, such as how the 
speaker handles complex combinations of nu- 
merous frequencies at once; hangover effects; 
transients; degree of hulance throughout the audi- 
ble range; power-handling capacity; resonant 
frequency; etc. Getting a transducer to vibrate 
at different separate frequencies is only part of 
the problem involved in designing loudspeakers 
that are intended for use in hi-fi music systems. 
However, we ave looking into this matter, and if 
and when a single speaker that covers adequately 
the range of 16 to 16,000 cycles is made com- 
mercially available, we will be happy to acknowl- 
edge it 


PHONO STYLI 


@ One question: Why don’t they make phono- 

graph styli from tungsten carbide, which is al- 
most as hard as diamond? 

Mike Rivers 

Arlington, Va. 


Attempts have been made to “shape” such styli 
hut have been largely unsuccessful to date. 


MATERIAL ON TV 


™ Congratulations on a good magazine. I have 
enjoyed your articles very much and intend to 
save every issue. 

Noted in vour “Letters from Our Readers” col- 
umn one asking for information on TVI and TV 
boosters. All well and good but I would hate to 
see this fine little magazine go the way of a few 


FREE 
Bonus Offer! 


Guaranteed! 


Model 625K 


© Itum. gear-driven VEE PRICE TYPE PRICE 
es SOLER IATGT 53 GAKS ... .96 
nett fae SUMSGT =. 6AL5 ... .4 
@nNn i} -aet 
avitehes for ime 1L4 .... SL 6A0S ... 48 
dividual testing of IL6 .... .51 6AR5 . 48 
every element DUGG iercya 249 6AU5GT . .60 
© Tests all conven- INSGT .. .52 6AV6 ... .37 
cee aT TN ET URS ices 51 GAX4GT . .60 
This Hico Tube Tester 174 ---- -52 oone’ tee 
js yours FREE when 1X2 .... 65 BAG... . 
you buy $199 worth of 2A3 .... .35 GBA? ..5. OB 
tuhes or more within 2A7 .... .35 6BC5 ... .48 
60 days at Teltron. 304 .... .53 6BF5 ... .48 
May be bought out- 305GT .. .61 6BG6G ..1.18 
oe aoe 6BH6 ... 51 
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5Y4G 80 6BN6 ... .90 
6A8 40 6BL7GT . .78 
6AC7 ... .65 6BQ7 ... 85 
6AF4 ...1.02 6BY5G .. .60 
6AH4GT . .65 6BZ7 ... .95 


SAME DAY SERVICE charges. 


To West Coast 


TELTRON 


SOL6GT 
: 428 HARRISON AVE. 


Lowest Prices Ever! 


All tubes Individually boxed . . . unconditionally guaranteed for one year. 


TERMS: Save 
o 


48 Hour Postal Delivery PAID anywhere in the continental U.S.A 


handling charge on orders under $10. 
Open accounts to rated firms only. 


ELECTRIC COMPANY 


DEPT. PE-6 Phone HUmbofdt 4-9848 MBL Ubyel. Ral, Bag 
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E with 


TYPE PRICE TYPE PRICE TYPE PRICE 
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hoot ve ch 12BE6 .. .46 117L7GT 1.20 
CUR nce 76 12BH7 .. .61 11723 .. .33 
6V3_|. 80 12BY7 .. .65 117Z6GT. .65 
6V6GT .. .48 T2BZ7 «. .63 80 .an«. 40 
6W6GT .. 53 + 12SL7GT. .60 1629 ... .39 


F R E E $7.20 list value Bonus 


Box of three 6SN7 
tubes and 25 assorted resistors 
with each order of $25 of more. 
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$10 order accom- 
panying this ad. 


% 


ae = ee 
.< Tene * 
—~* — —— “i 


for all the rani 


i it 


TO ENJOY 


This natural extension of your hobby provides a new 
source of pleasure for your entire family. And with the 
“know-how” you already heve, it is easy to put together a 
true high-fidelity system thet gives thrilling, lifelike music 
reproduction. Just as E-V microphones and other equip- 
ment are widely used in amateur and commercial com- 
munications...so have E-V Aigh-fidelity reproducing com- 
ponents and systems achiered high recognition for their 
outstanding quality. Shown bere area few typical examples. 


The Aristocrat. Folded-horn corner 
enclosure. Designed for E-V or any 
full-range 12-in. speaker or E-V sep- 
arate 2-way or 3-way systems. Un- 
usually smooth reproduction down to 
35 sps. Selected mahogany veneers. 
Size: 29-5/8 in. high, 19 in. wide, 
16-5/16 in. deep. 
Mahogany 
Korina Blonde, 


Net: $66.00 
Net: $72.00 


Model A20C Circlotron Amplifier. 

Has all necessary inputs and con- 
trols for handling a complete high- 
fidelity system. Power output 20 
watts rated, 40 watts on peaks. Fre- 
quency response + 1 db 20-20,000 
cps at full 20 watts. Size: 10% in. 
wide, 113% in. deep, 736 in. high. 


Net: $110.00 


Model 12TRXB Triaxial Speaker. 

integrated 3-way specker system 
combines E-V 135B Super Sonax, 
Radax Propagator, and Jarge bass 
cone with heavy magnet in one com- 
pact, concentric assemb.y. Response 
35-15,000 cps in recommended 
Aristocrat enclosure. With level 
control for VHF driver. Net: $59.70 


Model 84 Ultra-Linear Ceramic Car- 
tridge. Flat response + 21% db from 
20 to 15,000 cps. No preamplifier 
required. No inductive hum pick-up. 
No microphonics. High-level output. 
For microgroove 3314 and 45 rpm. 


Model 84D. 


With Diamond Stylus. Net: $23.10 
Model 84S. 
With Sapphire Stylus. Net: $ 9.60 


See your E-V Distributor ,or 
write for helpful literature 


leche 7 
ELECTRO-VOICE, INC.« BUCHANAN, MICH. CICE 


HIGH FIDELITY SPEAKER SYSTEMS, AMPLIFIIRS, MICROPHONES, PHONO-CARTRIDGES, ANO OTHER ELECTRO-ACOUSTIC PRODYCTS 
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GET THE WORLD’S LEADING 


RADIO & TV CATALOG 


a a 


VALUE-PACKED 


eact 1955 
ALLIED 


ELECTRONIC 
BUYING GUIDE 


Builders and Experimenters: 
Save on Everything inmRadio & TV! 


You'll find everything you’ll need for building any 
project in this publication in the 1955 ALLIED 
Catalog. Select from the world’s largest stocks of 
parts, tubes, tools, kits, books, diagrams—plus 
Amateur equipment, TV components, Hi-Fi 
equipment, test instruments, recorders—at low- 
est, money-saving prices. Write for your FREE 
ALLIED Catalog today! 
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POPULAR 
ALLIED 
KITS 


Famous Radio Lab Kit (10 Kits In 1) 


Here’s the most instructive Experlmenter's 
kit you can buy. With it, you can build a 
broadcast receiver, phono amplifier, phono 
oscillator, signal tracer, electronic timer, 
photo cel! relay, home broadcaster. elec- 
_ tronic switch, ete. Faselnating, instructive. 
XK, Complete with all parts, tubes, microphone, 
12-page manual. Shpg. wt., 10 Ibs. 


83 S$ 265. Radio Lab Kit, only...... $14.25 


Wireless Broadcaster Kit 


Permits ‘‘broadcasting'’ phonograph or 
microphone through any standard radio 
set (up to 50 feet away) without any con- 
Nectlon to set. May be used with any 
hono or ¢rystal: mike. Easy to build. 
ncludes all tubes, chassis, parts, instruc: 
tions. 445 x 5 x 6”. For AC-DC. 3 lbs. 


83 $705. Broadcaster Kit. Only .....$9.95 
99 § 556. Crystal mike for above... $3.95 


Ranger II Superhet (with Cabinet) 


Learn radio while you bulld and enjoy this 
sensitive AC-DC broadcast receiver. Tunes 
540-1680 ke: includes built-In antenna, 
PM dynamic speaker, automatic volume 
control, handsome walnut plastic cabinet. 


—— 


DOZENS OF ee SUALG ants from ase Hie 
complete with punched chassis. all parts. 

OTHER KITS tubes and cabinet. Shpg. wt., 8 ibs. 
AVAILABLE 83 S$ 735. ‘‘Ranger il’ Kit, only... . $16.75 


ALLIED RADIO 


FI ALLIED RADIO CORP., Dept. 79-F-5 
i 100 N. Western Ave., Chicago 80, Jil. 


(J Send FREE 308-Page Catalog 


O Send Kit No. 8838265 [Send Kit No. 838735 
O Send Kit No. 83 S 705 ——————e 
O Mike for above '99 S 556 enclosed 


Name. 


Address. 


City Zone. State 
as a ee 


others that T used to purchase. T can remember 
how we hams and experimenters were slowly eased 


| out of these publications with the advent of TV 


until they are now almost completely filled with 

TV service articles. I suggest that people request- 

ing information on TV be referred to these mag- 

azines. 

Maybe, if this letter were printed, we could 
get some other comments. 

John J, Broadbrook, W1TYS 

Bridgeport, Conn. 


Thank you, W1TYS, and rest assured we will 
never go the way you fear. See page 102, in our 
Afay issue, for a clear statement of our policy on 
these matters. To the extent, however, that any 
material on these subjects does not seriously in- 
vade the domain of the professional technician 
and does have interest for our readers, we will 
run it. 


WAX HOLDS SCREW FIRMLY 


@ In your April issue, you have an article which 
describes holding a screw with tape on the screw- 
driver. I find, when working on a TV or radio 
set, that IT keep the screw on by rubbing the head 
of the screw on a waxed paper capacitor or any 
waxed article that is in the set. The slot on the 
screw fills with wax which gives a pretty snug fit. 
Cornell Siket 

Fairfield, Conn. 


END-OF-STORY SYMBOLS 


® I am a long-time reader of your “sister-publi- 
cation’ Rapio AND TELEVISION News, and a con- 
stant reader of Poputar ELECTRONICS since the 
first issue last October. The former uses the sym- 
bol —30'- at the end of stories instead of the 
word “end.” Somehow I feel this is more appro- 
priate since it not only looks better but is an old 
radio operator’s signal for signing off. 
Russell B. Boyce 
San Francisco, Calif. 


Starting with this issue, the symbol —30/- will 
be used to designate the end of a story. Actually, 
this symbol had its origin in old telegraphy pro- 
cedure and later was adapted by newspaper 
writers to indicate to the printer that the end of 
the manuscript had been reached. 


BUILDING TAPE RECORDERS 


= I am extremely interested in tape recorders and 
would like to build one completely myseli— 
mechanically and electronically. Now, in setting 
up the motor, is speed reduction best accom- 
pished by gears, resistors, or transformers? 
Also, where can I find a schematic on the pre- 
amplifier for such a recorder? 
Gary A. Thonipson 
Shaw A-F-B., SaaG: 


The steps necessary to construct your own 
tape recorder will be covered in a series of ar- 
licles planned for our late summer and fall 
issues. 


BOUQUET FOR "CARL AND JERRY" 


@ I noticed that some readers have complimented 
you on the fine electrical articles. I also noted 
that no one has made mention of Mr. Frye’s 
‘Carl and Jerry” which I certainly think should 
be commented on. I hope your readers haven't 


POPULAR ELECTRONICS 


NOT 40%... NOT 50%... NOT 60% but... 
SAVE 70%, 80% and 90% OFF LIST PRICES! 
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ae it is—free to everyone—a combination |3x2a 1.00 geri . ry 

it of resistors, condensers, volume control and r 7 ~ 
line cords—retail value $2.95. (May be pur- ie t l ; 0 F 
chased separately, if desired.) & an e€ ELECTR - NICS CORP. 
Send for our parts and tube catalogue. 


Open Account to rated firms. 935 MAIN AVENUE - PASSAIC, N. J. 


TERMS: 25% deposit required on all orders, balance COD. 
Orders under $5,00, SOc service charge. Postage paid in USA a = 
on all orders accompanied by full remittance. All unused 


money refunded with order. Dept. PE-6 Gregory 1-2498 


EME eExc.usive . with this special offer 
Model CRA (Picture tube adapter 


for model 208) $4.50 


BASIC SERVICE SHOP TEST [iieeimitaninaaumrt:y 
EQUIPMENT for only $6 Q55* 


You get ALL 
three of these 
precision 
instruments 
«sain this 
sensational 
offer! 


\ 
I\ EMC mode! 196 EMC model SOO R.F. EMC model 208 
VTVM Signal Generator Tube Tester 


Price of this individual unit Price of this individual unit Price of this individual unit 
Model 106 (wired and Model 500 (wired and Model 208 (wired and 
tested) 225.90 tested) $29.75 tested) $24.90 


Model 106 (in kit form) £23.90 Model 500 (in kit form) $19.75 Picture tube adapter available 
Accessory probes availabl > 
HOW TO GET IN ON THES SENSATIONAL OFFER! 
Start your own service shop with professional precision test equipment at solid savings plus the free 
Picture Tube Adaptor and Instrumert Stands given in this special EMC offer. 
Go to your favorite local jobber, purchase the above three instruments (Models 106, 500, 208), mail che 
three enclosed guarantee cards ~c EMC and receive by return mail your free $6.46 worth of 
valuable accessories. This is a limited offer so act TODAY! 


—— 


Write Dept. FE-6 for new complete catalog 0° precision test equipment TODAY! *Total price if models 106 and 500 are not 


Ee purchased in kit form — $90.55 


y be ee ELECTRONIC MEASUREMENTS CORP. Note these instruments can be purchased 


individually, 
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_© Eliminates © 


A NEW dimension 
in listening 
pleasure! 


i 
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The“ MUSIC LOVERS" Cartridge. 


_ is a new, 3-speed, dual-needle 


ceramic cartridge, designed to en- 
hance the quality of all the popular 


high fidelity equipment in use to- - 


day. Feeds directly "into magnetic 


“or ceramic inputs, allowing the. 


full advantages of compensation 
circuits. 


e Has higher 
output 

e Response not 
affected by load 


induced hum 
e Eliminates 
“drag” caused 


by magnetic resistance 
attraction to © 10-second needle 
steel turatables replacement 

© Increases record _—e_ Individual needle 
and needle life compliance 


SHURE BROTHERS, INC, 
225 W. HURON ST. + CHICAGO 10, ILLINOIS 


FREE! Comparative analysis booklet on 


——== the “Music Lovers’’ Cartridge 


ie Ma NY te 


sh 


missed these very entertaining short stories. I also 

hope Mr. Frye will keep up the good work. 
Miles G. Newman 
Blairstown, N. J. 


oops! 


| ™ Noted what I believe is a typographical error 


in the first column of Bill Winter’s article on 

R/C Reliability (March issue, page 42). The arc 

suppressor resistor should be a 10-ohm 4-watt 
unit rather than %4-ohm, 10 watts as listed. 

R. K. Doty 

Kansas City, Mo. 


You are right! A typographical error on our 
part! 


REPRINTS AND BACK ISSUES 


m Is it possible to get either the February issue 

of PopuLAR ELECTRONICS, or a reprint of the ar- 
ticle on the c.w. transmitter? 

Timmy Smith 

Houston, Texas 

We do not have reprints of the article. How- 


ever, back issues of our magazine may be ob- 
tained by sending 25¢ to our Circulation Depart- 


ment at 64 E. Lake St., Chicago 1, Ill. 


INFO NEEDED ON HI-FI 


= I don’t care to assemble my own hi-fi system 

and would appreciate the straight dope on what 
set is best to buy. I am new at this line. 

Gordon L. Burmeister 

Montague, Mich. 


Despite your being new in electronics, you can 
easily assemble your own system from among the 
many fine components currently available. Have 
you read such books as John H. Newitt’s “High 
Fidelity Techniques” (Rinehart) or Weiler’s “High 
Fidelity Simplified” (Rider)? In the coming 
months, PopuLAR ELECTRONICS will publish ex- 
haustive material on every aspect of hi-fi, includ- 
ing information on components, systems, and pre- 
packaged sets. As a start, check the story on 
phono pickups in this issue, as well as the items 
describing various new components. 


ALUMINUM PARTS FOR THEREMIN 


= I enjoyed immensely your article entitled 
“Electronic Music with the Theremin” in the 
April issue. I would like to know if it would be 
all right to use sheet aluminum 10” by 10” for 
the tone and volume antennas instead of having 
to cut the aluminum into a “T” and “V”. 
Millard Cohen 
Chicago, III. 


Perfectly all right. The important thing is to 
have enough aluminum sheet to provide a capaci- 
tive effect with your moving hand. 


| R/C KITS 
Please send analysis booklet on } Bie Your magazine has interested me in radio con- 
your “MUSIC LOVERS” cartridge trol. Could you give me the names of some of 
| the producers of R/C kits, so that I can contact 
DUAL ES 7 <0 ta eng os eo eee | theme 
AUDDETEEO”. at Re Alan Steinbach 
| | Minneapolis, Minn. 
£ CITY en eev recesses BONE: STATE sees | Your best guide to these companies are the ad- 
vertisements in POPULAR ELECTRONICS. 
14 POPULAR ELECTRONICS 
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How’s your 


BATTING 


Sti te head — "+ 


AVERAGE 


with the boss? 


MGRS 
OFFICE 


Are you still making a hit? Are you up for the job 
ahead? Here’s a sure way to score in any league! 


If your boss is like most, he’s casting his critical eye 
on everybody these days. He wants to know how you 
stack up. Are you making good—or marking time? 
When the changes come, will you go up—or oul? 

This is no time for casual resolve. What you plan 
to do six months from now may be too late. You’ve 
got to prove your worth—NOW! 


3 FREE BOOK 


For Real Job Security —Get an I.C.S. Diploma! 


INTERNATIONAL CORRESPO 


BOX 85295E, SCRANTON 9, PENNA. 
Without cost of obligation, send me “HOW to SUCCEED” and the opportunity booki 


ARCHITECTURE AVIATION 
and BUILDING Cl Aeronautical Engineering Jr 
CONSTRUCTION O Aircraft & Engine Mechanic 
O Air Conditioning—Retrig. BUSINESS 
O Architecture C Advertising 
Q) Architectural interior C Bookkeeping and Accounting 
Building Contractor C Business Administration 
Building Maintenance Business Correspondence 
Carpenter and Miil Work Public Accounting 
C) Estimating O Creative Salesmanship 
CO Heating O Federal Tax 
O Painting Contractor © Letter-writing improvement 
OC Plumbing C Office Management 
Cl Reading Arch. Blueprints © Professional Secretary 
ART Ci Retail Business Management 
OCart C Sales Management 
artooning Cl Stenographic: Secretarial 
O Commercial Art Gi Traffic Management 
O Fashion Itlustrating CHEMISTRY 
CO Magazine Illustrating 
«a LJ Analyticat Chemistry 
C Show Card and Sign Lettering Ch HEnginesrih 
Cl Sketching and Painting E) Gremical Engineering 
O Chem. tab. Technician 
AUTOMOTIVE Cl General Chemistry 
Auto Body Rebuilding C Natural Gas Prod. & Trans 
C Auto Elec. Technician 


OC Petroieum Engineering 
O Auto-Engine Tune Up 


C Plastics 
O Automobile C Puip and Paper Making 


O Construction 


O Aircratt Draf 


OO Mine Survey: 
( Plumbing Dr: 
Estimating 


OC Electrical Ma 
0 Lineman 
(Commercial 


© Mathematics 


CIVIL, STRUCTURAL 
ENGINEERING 
O Civil Engineering 


CO Highway Engineering 

OC Reading Struct. Blueprints 

O Sanitary Engineering 

C Structural Engineering 

© Surveying and Mapping 
DRAFTING 


O Architectural Dratting 


C Electrical Drafting 
( Mechanical Drafting 


O Structural Drafting 
ELECTRICAL 

O Electrical Engineering 

OC Electrician () Contracting 
HIGH SCHOOL 


OO High School Subjects 


FOR REAL JOB SECURITY —GET 1.C.S. TRAINING 


The quickest, surest way to impress your boss is to 
show him that you’re better equipped than the next 
guy. And here’s where I. C. S. can go to bat for you! 

I.C.S. training is approved training! Leading 
companies know it—and use it! At your request, 
your boss will get regular reports of your progress 
with I. C.S. More important, he’ll notice the imme- 
diate improvement in your work. 


LEARN IN YOUR SPARE TIME—SET YOUR OWN PACE 


1.C.S. instruction is personalized instruction. No 
interference with other activities. No slow classmates 
to hold up your progress. You forge ahead as rapidly 
as your time and ability permit! 

1.C.S. Courses are practical, up-to-the-minute. 
What you learn one night, you apply the next day. 
You get bedrock facts and theories plus everyday 
know-how. Graduates get the famous I. C. S. diploma 
—recognized everywhere. “I got a break over more 
experienced fellows because of my I.C.S. training,” 
says M. A. D., Suncock, N. H. 


QUICK WAY TO TEST YOUR EXECUTIVE ABILITY 


Successful men know how to make decisions. Don’t 
put it off! Mail the coupon today! 


Free, illustrated catalog outlining opportunities in the field that interests you. Also 36-page, pocket-size guide to 
advancement, "How to Succeed,” a gold mine of helpful tips. Also, free sample lesson (Math). 


...Easy-pay Plan...1.C.S., Seranton 9, Penna. 


NDENCE SCHOOLS 


(Partial list of 277 courses) 
jet about the field BEFORE which ! have marked X (plus sample lesson): 


LEADERSHIP O Televisien Technician 
Ci Foremanship RAILROAD 
C Industrial Supervision O Air Brakes (Car Inspector 
Cl Leadership and Organization [) Diesel Locomotive 
CO Personnel-Labor Relations Oo Locomotive Engineer 
MECHANICAL OC Section Foreman 
AND SHOP STEAM AND 
OO Gas —Electric Welding DIESEL POWER 
OC Heat Treatment C1) Metallurgy (1 Combustion Engineering 
© Industrial Engineering Q Diesel—Elec. (© Diesel Eng's 
Cl Industria! Instrumentation CO Electric Light and Power 
O Industria! Supervision © Stationary Fireman 
O Interna! Combustion Engines () Stationary Steam Engineering 
O Machine Design-Drafting TEXTILE 
O Machine Shop Inspection OD Carding and Spinning 
O Machine Shop Practice Cl Cotton, Rayon, Woolen Mfg. 
O Mechanical Engineering Cl Finishing and Dyeing 
OO Quality Control Cl Loom Fixi'g C) Textile Des'ing 
Cl Reading Shop Blueprints Cl Textile Eng'r'g () Throwing 
CO Refrigeration CO Warping and Weaving 
CO Sheet Metal Worker MISCELLANEOUS 
OToot Design [ Toolmaking [ Domestic Refrigeration 
RADIO, TELEVISION ( Marine Engineering 
0 Industrial Electronics O Ocean Navigation 
Ci Practical Radio TV Eng’r’ng —_() Professional Engineering 
OO Radio and TY Scrvicing © Short Story Writing 
Co Radio Operating O Telephony 


Engineering 


ting 


ing and Mapping 
awing and 


intenance 


CO Good English 


Home Address. 


Name Age. 


City_ 


= — Working Hours _ A.M. to P.M 


Canadian residents send coupon to International Correspondence Schools, Canadian, Ltd., 


Occupation. 


Montreal, Canada. 


Special tuition rates to members of the U. S. Armied Forces. 
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SPRAGUE 

CERAMIKITS 


Get these cabinets FREE with a 
basic order of ceramic capacitors 


@ NOW ... your own neat and complete cabinet of the 
ceramic capacitors you use most at the cost of the capaci- 
tors alone! Sprague has pre-stocked handsome, blue, 
heavy-gauge steel CERAMIKIT cabinets with its famous 
Cera-Mite capacitors. Ratings and quantities are based 
on popularity ... the frequency with which you are likely 
to run into them on a job or project. 


@ Stand-up indexes separate the reusable plastic boxes 
of capacitors. Catalog numbers and ratings can be seen 
at a glance. Kits interlock so you can build with Sprague 
as you buy Ceramikits, using the extra cabinets for 
handy indexed stocking of all your small parts. 


@ Whether you use many ceramics or just a few, there's 
a Ceramikit sized and priced just right for you. Kit CK-2 
is a two-drawer model holding 150 different capacitors 
in 27 different ratings. Kit CK-3 is a single-drawer unit 
holding 75 capacitors in 12 different ratings. 


@ See Ceramikits at your nearest electronic parts jobber 
NOW ... or get complete information in Sheet M-71!1 
from the Sprague Products Company, 395 Marshall 
Street, North Adams, Massachusetts. 


Sprogue Products Co. Is the Distributors’ Division of the Sprogue Electric Coy 
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CERAMIKIT CK-3 
CONTENTS 
"x 9V%a"x2 
$19.25 List 


Quan Cot. No Quan Cot. No 
$s 5GA-Q1 | 5 SGA.T47 
5 5GA.Q22 | SGA-TS 
5 5GA-Q5 S5GA.D1 

to 5GA.T1 S5GA-D2 
5 SGA-TIS SHK-DS 
5 SGA.122 SHK-$1 


CERAMIKIT CK-2 
CONTENTS 
3%" x 9%" x 4a" 
$38.00 List 


Quon. Cat.No. | Quan. Cat. No 
SGA-VS5 
sGa-a1 | 
5GA-Q1S 
5SGA-Q22 
5GA-Q33 
$GA-Q39 
5GA-Q47 
5GA-Q5 
5GA-Q68 
5GA-Q82 
S5GA-T1 
SGA-T12 
SGA-TIS 
SGA-T22 


$GA-T27 
5GA.T33 
SGA-T39 
SGA-T4a7 
5GA-TS 
SGA-T68 
5GA-DI 
5GA-D1S 
S5GA-D2 
$GA-033 
SGA-D4 
SHK-DS 
SHK-S1 
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YOU CAN BUILD 
WITH SPRAGUE 


POPULAR ELECTRONICS 


By LOUIS E. GARNER, Jr. 


Powerful sound waves radiated by mechanical transducers 
find a multitude of valuable applications in industry. 


. INSTRUMENTS, industry’s new- 
est tools, are used for such varied 
tasks as measuring the wall thickness of 
metal tanks, checking forging ingots for 
flaws, locating defects in railroad tracks, 
soldering aluminum and other hard-to-solder 
metals without fluxes, protecting plants and 
offices against intruders, and for machin- 
ing metals and other hard materials. Ultra- 
sonic cleaning machines are used for every- 
thing from tiny laboratory instruments to 
aircraft parts, from gears to delicate op- 
tical lenses. 

Ultrasonic refers to those sound frequen- 
cies above approximately fifteen thousand 
cps. The upper limit is very high— into the 
megacycles (millions of cycles per second). 
Since ultrasonic signals are not audible, 
they are frequently called “silent sound.” 

A transducer is a device for changing 
energy from one form to another. Ear- 
phones and loudspeakers are transducers, 
for they serve to change electrical energy 
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into acoustic energy. Transducers are the 
important links between the electronic cir- 
cuits which produce, amplify, and measure 
ultrasonic signals and the materials which 
are being processed or tested by the ultra- 
sonic instruments. 

Industrial ultrasonic transducers are 
generally made up either of piezoelectric 
materials or magnetostrictive elements. A 
piezoelectric material is a substance whose 
physical dimensiays change when a volt- 
age is applied to it, producing a mechani- 
cal force. The converse is also true in 
most cases—when mechanical force is 
applied to the material, an electrical volt- 
age may be generated. The mechanical 
force may be pressure or a twisting or 
bending action. Typical piezoelectric ma- 
terials are quartz crystals, Rochelle salts, 
barium titanate, and certain other ceram- 
ics. Crystal and ceramic microphones and 
phonograph cartridges are everyday exam- 
ples of piezoelectric transducers. 
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ELECTRODES 


FREQUENCY 
GENERATOR 


Fig. 1. Two basic transducer designs are shown 
above. Drawing (A) has a crystal element and 
drawing (B) a magnetostrictive core. Actual 
element movement in both cases is extremely 
small. Fig. 2. (below) shows a simplified block 
diagram of industrial ultrasonic equipment. 


ELECTRONIC 
CIRCUITS 
OSCILLATOR, 
AMPLIFIERS, 
CONTROLS, ETC, 


TRANSDUCERS 
POWER SUPPLY 


A magnetostrictive element is a core of 
magnetic material surrounded by an ener- 
gizing coil. When a piece of material is 
magnetized, the individual molecules of the 
substance “line up” in order. This results in 
a minute change in the material’s length. 
When ultrasonic electrical energy is sup- 
plied to the coil, the core is first magnetized 
in one direction, demagnetized, then mag- 
netized in the opposite direction. Since the 
core length changes with each magnetiza- 
tion, the result is a change from electrical 
energy (in the energizing coil) to mechan- 
ical movement (lengthening and shortening 
core), Nickel and its alloys are frequent- 
ly used as cores for magnetostrictive ele- 
ments. 

A simplified block diagram for industrial 


INDICATING 
DEVICE 
(MEASURING 
INSTRUMENTS) 


ultrasonic equipment is given in Fig. 2. With 
modifications, this diagram applies to al- 
most all of the ultrasonic instruments in 
current use. The “heart and brains” of 
the equipment are the electronic circuits 
which generate and control the high fre- 
quency electrical signals. In the case of 
measuring instruments, there may be cir- 
cuits producing, detecting, and amplifying 
ultrasonic signals. There will be one or 
more transducers to convert the high fre- 
quency electrical energy into ultrasonic 
vibrations in the material being tested or 
processed. Where measurements are in- 
volved, there will be an indicating device. 

Cleaning Parts: One example of the ca- 
pabilities of ultrasonic instruments is given 
by the sample plates in Fig. 3. Both of 
these deeply serrated metal plates were 
soiled with a black grease pencil. The clean 
one was given a 2-second rinse in a solvent 
activated by ultrasonic vibration; the other 
was given a rinse two and half times as 
long in the same solvent, but without ac- 
tivation. It required 10 minutes for com- 
plete cleaning without ultrasonics—300 
times as long as with activation. In some 
cases, the transducer may be shaped to 
focus or to concentrate the ultrasonic 
vibrations. The frequencies used for ultra- 
sonic cleaning range from as low as 15 ke. 
to 1 me. and higher. 

The efficiency of an ultrasonic cleaner 
results from two actions: the vibratory 
motion given to the liquid cleaner by the 
ultrasonic energy; and the action called 
cavitation, a “cold-boil” which results when 
the vibrating liquid is torn into small 
vacuum pockets. As these pockets form 
and collapse, they create strong localized 
pressures, bombarding the parts being 


Fig. 3. These plates illustrate the efficiency of ultrasonic cleaning. 
Both were soiled with a black grease pencil. The clean plate was 
cleaned in two seconds using a solvent activated by ultrasonics. 
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This pkoto shows the violent agitation of a liquid excited by 
the curved ultrasonic transducer immersed in the solution. 


cleaned from every direction, and blasting 
off dirt and other foreign matter. 

Thickness Measurement: To measure the 
thiekness of the metal in a large tank, or 
in a ship’s hull, where only one side can 
be reached, is not impossible with an ultra- 
sonic thickness gauge. 

Several methods may be used but port- 
able instruments frequently employ the 
principle of resonance. A transducer, driven 
by an electronic oscillator, is placed in 
contact with one side of the material to 
be tested. The ultrasonic wave travels 
through the material in a narrow beam 
and is reflected by the opposite surface. At 
certain frequencies the transmitted wave 
and the reflected wave will reinforce each : 7 
other, resulting in an increase in the in- Fig. 4, Pulses of ultrasonic energy are 1e- 
tensity of the wave in the material. The pag | a hk 4 and splat ee a 
oe ee Ee pa ee Ek method for examining odd-shaped metallic 

- = ieces for flaws using ultrasonic waves, 
terial and the velocity of sound through it. : 
Since the velocity of sound is constant for i ; 
a particular material, the determination of 
the fundamental frequency of resonance : 
(where reinforcement occurs) is a reliable ° =——— . — 
measure of the thickness of the material. 

Inspection and Test: The “echo” prin- 2 : 
ciple is used in industrial test instruments : | 
with ultrasonic vibrations taking the place i . 
of radio or audible sound waves. The reflec- : : 
toscope may be used for checking large mi: | 
metal billets for defects, locating flaws in 
castings and fofgings, ehecking parts for 
interior defects, evaluating welds, and . , 
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checking the physical dimensions of metal 
parts where only one end or side may be 
reached. 

In operation, a transducer is placed 
against one end of the piece to be tested 
and “beams” pulses of ultrasonic energy 
through the material (see Fig. 4). These 
pulses travel to the end of the piece and 
are reflected back to the transducer, where 
they are detected. If there are cracks or 
holes in the piece, these flaws also cause 
reflectioris. The transmitted signal and 
all of the reflected pulses are displayed 
as “pips” on the screen of a cathode- 
ray tube. The relative distance between 
the first pip and Succeeding pips on the 
tube’s screen is proportional to the dis- 
tance between the point where the trans- 
ducer is placed and the distance to the 
flaws or to the end of the piece. Thus, the 
instrument shows both defects and their 
approximate location. If the piece has an 
irregular shape, it may be immersed in 
liquid for testing, as shown in Fig. 5. The 


A General Electric ultrasonic generator is 
shown being used at the Holley Carburetor 
Co. to clean a jet engine fuel control part. 


Using a portable ultra- 
sonic flaw detector to 
| check a railroad track 
. tail for defects or cracks, 
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Fig. 6. This sketch illustrates the operation of the ultrasonic alarm system. 


liquid transmits the ultrasonic vibrations 
from the transducer to the piece. 
Ultrasonic Soldering: Soldering alumi- 
num is difficult because oxide films form 
so rapidly. Success depends on clean metal 
surfaces and strong flux. After the solder- 
ing is completed, every trace of flux must 
be removed to prevent corrosion. Ultra- 
sonic soldering instruments, however, have 
simplified this Job. A magnetostrictive 
transducer, operating at about 20 kc., 
vibrates the metal and literally rips up 
oxide films, allowing the solder to form 
a strong union with the heated metal. 
Plant Protection: Most modern indus- 
trial plants are fairly well protected, either 
by full time guard staffs or by various elec- 
tronic burglar alarms, including “electric 
eye” systems, electronic fences, closed cir- 
cuit television observation stations, and 


A small hand tool is used tc make a soldered 
fillet in a grounded alaminum chassis. 
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similar protective devices. But only ultra- 
sonics can guard against the intruder who 
hides inside during working hours and 
works by night. 

The operation of an ultrasonic alarm 
system is illustrated in Fig. 6. High fre- 5 
quency sound waves are “broadcast” by 
the transmitting transducer, just above 
the door. These ultrasonic signals bounce 
off the floor, ceiling, walls and furniture, _ 
literally filling tte room with silent sound. : 
The signals are picked up by the receiving 
transducer. As long as the transmitted 
and received signals are the same frequen- 
cy, the room is secure and protected. But 
if anything should move within the room, 
the frequency of the signal picked up by 
the receiving transducer changes slightly. 
Electronic circuits are constantly compar- — 
ing the frequencies of the transmitted and 
received signals, and when the small fre- 
quency change occurs, an alarm is sounded. — 

Truly, the surface has _ barely been 
scratched as far as potential applications 
of ultrasonic equipment are concerned. We 
may expect to see it used in every branch 
of industry, in the home, in business, and 
in medicine. Ultrasonic drills have been 
used in dentistry (see ‘Dentistry—the 
Painless Way,” PopuLar ELECTRONICS, No- 
vember, 1954.) Ultrasonic vibrations have 
been used to accelerate the pollination of 
plants, Laundry work has been done with 
ultrasonics. In the future, “smog” may 
become a thing of the past as ultrasonics is 
used to coagulate and precipitate smoke and 
dust. 

Future applications will be covered in 
other issues of PopULAR ELECTRONICS. —3(|}— 
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A MINIATURE ELECTRONIC “BRAIN” that can 
operate flawlessly in planes flying at su- 
personic speed has been developed for the 
U.S. Air Force by Bell Telephone Labora- 
tories. 

The “brain” is a digital computer which 
eliminates vacuum tube failure and heat, 
jet aircraft's greatest electronic problems, 
by the use of transistors instead of vacuum 
tubes. It contains nearly 800 of these tiny, 
solid devices and is believed to be the first 
all-transistor computer designed for air- 
craft. Transistors, developed at Bell Lab- 
oratories, are completely cold, highly effi- 
cient amplifying devices which use very 
little power. 

Known as “TRADIC” (TRansistor-DIgi- 
tal-Computer), the new computer requires 
less than 100 watts to operate. This is one- 
twentieth of the power needed by com- 
parable vacuum-tube computers. Early 
computers used as many as 18,000 vacuum 
tubes and frequently required thousands of 
watts to operate. 

The new electronic “brain” contains, in 
addition to transistors, nearly 11,000 ger- 
manium diodes. These serve as the elec- 
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tronic equivalent of tiny one-way switches. 
Solid, like transistors, they are capable of 
operating thousands of times faster than 
their mechanical counterparts. 

When design work has been completed, 
the computer will probably occupy less 
than three cubic feet of the critical space 
in modern military aircraft. 

TRADIC can do sixty thousand additions 
or subtractions, or three thousand multi- 
plications or divisions a second. A typical 
problem fed into the machine requires it to 
go through about 250 different steps of 
computation. It can run through an entire 
problem of that complexity and provide 
an answer in about 15 thousandths of a 
second—much less time than it takes to 
say “TRADIC.” The computer can handle, 
simultaneously, as many as thirteen 16- 
digit numbers. 

Mathematical instructions are placed into 
TRADIC by means of a “plug-in” unit re- 
sembling a small breadboard. Plug-in units 
are set up beforehand with interconnecting 
wires to represent problems at hand. Num- 
bers to be processed are put into the ma- 
chine by means of simple switches. 

The laboratory model of TRADIC pro- 
vides answers to trigonometric problems 
with a series of “dots” on an oscilloscope. 
These dots of light move so rapidly that 
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Less power is needed to operate TRADIC 
than is required to light a 100-watt bulb. 


; Answers to trigonometric problems are fur- 
they actually appear to draw geometric nished by series of dots cn ascilloscope. 
diagrams on the scope. Dots move so fast they seem {o form lines. 

To handle the successive steps of com- 
plex computation, a machine, like a human, 
must have a means of storing information 
until it is needed. When a man works on 
an involved mathematical problem, he 
usually jots down on paper the answer to 
each section as it is solved, then refers 
back to this frequently as he proceeds. 
TRADIC, however, automatically transfers 
each sub-answer to built-in “memory” 
packages while continuing to tackle the 
remaining sections. 

There are two main types of computers, 
digital and analog. A digital computer, like 
the mileage indicator of a car, is a “count- 
ing” machine which clocks off one number 
after another. Each digit shifts when the 
number to the right of it passes nine. Dig- 
ital computers can actuelly perform only 
additions or subtractions but they are able 
to multiply or divide by successive addi- 
tions or subtractions. 

An analog computer might be likened to 
an automobile speedometer which repre- 
sents speed in terms of the angle of a 
pointer on the dial. An analog computer 
gives results in terms of voltages, resist- 
ances or rotations. It is designed for a 
specific task and cannot be easily adapted 
for another problem. 

TRADIC, furfdamentally a digital com- 
puter, has the advantage of being able to 
operate on analog data. —B0- 
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Trcnsistor is inserted into one cf TRADIC’s 
“memory” packages. These units store in- 
formation until entire problem is solved. 
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Commander C, M, Caldwell, Deputy Directcr of Electronic Design for 
the U. 5. Navy's Bureau of Ships (left) ard Robert Dressler, Direc- 
tor of Research and Development for Chromatic Television Labora- 


tories, Inc.,, examine screen of first 


multicolor radar 


indicator. 


Special color TV tube is used in solving important 
National Defense problem by Navy Bureau of Ships. 


MULTICOLOR RADAR, a new data presenta- 
tion development which has widespread 
naval, military and commercial applica- 
tions, was demonstrated recently by 
Chromatic Television Laboratories, Inc., an 
affiliate of Paramount Pictures Corpora- 
tion. The demonstration marked the first 
time it has been possible for different types 
of radar information—namely, stationary 
and moving, or friendly and enemy—to be 
simultaneously displayed in more than one 
color on a single radar indicator. 

Heart’ of the new color radar device is a 
single electron-gun color cathode ray pic- 
ture tube, known as the Chromatron or 
Lawrence tube. The tube, although rede- 
signed for radar, is virtually the same as 
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the low cost picture tube whick Chromatic 
has developed for commercial color tele- 
vision. This tube is based on the inventions 
of Dr. Ernest O. Lawrence, Nobel Prize 
physicist (1939), and others. Dr. Lawrence 
is Director of the University of California’s 
Radiation Laboratory and a consultant to 
Chromatic. According to Dr. Lawrence, 
the new device promises to be “an impor- 
tant advantage in military tactical opera- 
tions and a tremendous safety aid.” 

The harassed radar operator previously 
has had only a single color for the inter- 
pretation of all data cluttering his screen. 
Now, with the help of more than one 
color appearing simultaneously on the 
same radar screen, he can distinguish be- 
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MULTICOLOR 
RADAR 


Dots represent moving aircrait. 
Straight lines show prohibited areas 
or flight paths. Concentric circles are 


distances from radar to objects displayed. 
Color distinguishes the important information. 
This presentation is called “Plan Position Indicator.” 


tween incoming signals faster—with great- 


er facility—and for a longer period of time. 


This is a distinct advantage to the radar 
operator because it reduces fatigue, an es- 
sential safety factor in both military and 
commercial operations. 

The tactical applications of color radar 
are under further development by several 
branches of the armed forees. 

Dr. Lawrence, inventor of the cyclotron 
or “atom smasher” and an important figure 
in the nation’s atomic program, has had 
a continuing interest in developments of 
importance to the defense program. He 
was a member of the original committee 
set up during World War II to carry on 
radar research. 


Dr. Luis W. Alvarez, another Chromatic 
consultant who had served on the wartime 
radar committee, also helped in the de- 
velopment of multicolor radar. Dr. Al- 
varez is the inventor and developer of 
Ground Control Approach, a blind aircraft 
radar landing system, for which he was 
awarded one of the nation’s highest avia- 
tion awards in 1945--the Collier Trophy 
of the National Aeronautical Association. 

Dr. Alvarez also developed the basic de- 
sign for a long range search radar and 
an ultra-high resolution airborne bombing 
radar, and was in charge of aircraft ob- 
servation and instrument planes for the 
atomic bomb blasts at Alamogordo, N. M., 
Hiroshima and Nagasaki 30 


Major components of new multicolor radar system are shown in photo below. Block 
diagram at left is for reference only: (A) color display power supply. (B) tube housing 
and multiplex circuits, (C). (E) and (F) simulation equipment used in laboratory tests. 
not during demonstration, (D) standard Navy radar indicator, (G) standard Navy radar 
indicator power supply. A and G could be integrated as one unit, as could B and D. 
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In the first part of this two-part story, the Editors 


of POPULAR ELECTRONICS report on modern advances in 


the scientific use of induction heaters by industry. 


heat without flame 
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Current following through a conductor sets up 
magnetic field (a) which may be concentrated 
by bending the conductor to form a loop (b), 
or by providing a core of magnetic material (c). 


WITHOUT HEAT, man never could have 
smelted metals and built the great civ- 
ilization of today on its foundation of 
steel, copper, tin, and other metals. For 
many, many centuries, heat was intimately 
associated with fire, but in comparatively 
modern times, the development and use of 
electrical power has led to heat without 
fire. 

When an electric voltage is applied to a 
conductor, the conductor offers a resistance 
to the flow of current and the current, in 
overcoming this resistance, produces heat. 
The amount of heat produced depends on 
both the resistance of the material and the 
amount of current. 

However, even with the development of 
electric heaters, heat had to be produced 
before it could be applied. But today in 
factories and plants all over the world heat 
is being used without initial generation. In- 
stead, the heat is generated within the ma- 
terial being processed. Two kinds of heat- 
ers are in use: induction heaters, used with 
conductors such as iron and steel; and di- 
electric heaters, used with insulators, such 
as wood and plastics. Induction heaters will 
be discussed now. In a subsequent issue of 
PopULark ELECTRONICS dielectric heaters will 
be covered. 


Principles of Induction Heating 


When electric current flows through a 
conductor, heat is produced. In addition, a 
magnetic field is set up around the con- 
ductor. This magnetic field may be concen- 
trated by bending the conductor in loops to 
form a coil and by providing a core of mag- 
netic material. ‘The intensity of the mag- 
netic field depends on three factors: the 
amount of current in the conductor; the 
number of turns in the coil; and the type 
of core material used. 

If an alternating current flows through 
the conductor, a changing magnetic field 
will be produced which will build up to 
maximum intensity, collapse, and build up 
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A magnetic field will couple the primary 
and secondary windings in a transformer. 


1o maximum intensity again, but with re- 
versed polarity. If this varying magnetic 
field is brought near a second conductor, a 
current will be induced in the second con- 
ductor. This principle is used in transform- 
ers. Two or more coils are placed tairly 
close together. An alternating current is 
passed through the first conductor, or pri- 
mary Winding, and this current produces a 
magnetic field which induces currents in 
the secondary windings. 

When the primary coil surrounds a rela- 
tively solid conducting mass, the induced 
currents are not channeled as in a trans- 
former, but flow like eddies in many direc- 
tions. Since the solid mass acts like a short 
circuit, these eddy currents may be large, 
causing considerable heat to be generated 
within the mass. It is on this “transformer” 
action that induction heating is based. 

Where the core is a magnetic material, 
such as iron or Steel, it is rapidly mag- 
netized, demagnetized, and remagnetized in 
the opposite direction. The individual mole- 
cules change position with each magnetiza- 
tion change, resulting in considerable 
molecular “friction” and producing addi- 
tional heat. The molecular “friction” which 
keeps the molecules of the material from 
changing position easily is known as hys- 
teresis. 

In a conventional transformer, the heat 
produced by eddy currents and hysteresis 
represents a power loss. Although induc- 
tion heating equipment is designed to pro- 
duce such heat in the material being proc- 
essed, iron core power transformers are de- 
signed to keep such heating to a minimum. 
To accomplish this, the cores of such trans- 
formers are made of thin laminations of 
steel rather than a solid piece. The thin 
laminations have a comparatively high re- 
sistance, keeping eddy current losses at a 
minimum. 

As the frequency of the alternating cur- 
rent is increased, the induced currents tend 
to flow nearer the surface of the condue- 
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The effect of the electromagnetic field pro- 
duced by loading the coil is shown above. 


tor. At fairly high frequencies, the induced 
currents may be concentrated in a very thin 
“skin” right at the surface. This is known 
as skin effect. Since heating depends to a 
large extent on these induced currents, in- 
duction heating is especially valuable in 
heating only the surface of a piece of work, 
such as a bearing or a gear face. 


Types of Induction Heaters 


Commercial induction heaters consist of 
two major components: the alternating cur- 
rent power source or “generator” and the 
work coil which is coupled to the load and 
serves to change the alternating current to 
a varying magnetic field. The frequencies 
used for induction heating range from 25 
cycles per second to several megacycles. 
Where commercial line frequencies (25-60 
eps) are involved, electrical energy may be 
obtained directly from the power lines. But 
where higher frequencies are required, 
there are three basic types of ‘‘generators’”’ 
widely used by modern industry: the mo- 
tor-generator set; the spark-gap oscillator; 
and the vacuum-tube oscillator. 

The Motor-Generator Set: A motor-gen- 
erator set is an electric motor driving a 
high frequency generator. 

Due to practical limitations on generator 
size and speed. output frequencies of 1000, 
3000, and 10,000 cps are the most popular 
and the majority of commercial induction 
heater motor-generators are designed to 
supply power at one of these frequencies. 
Power output for a single unit may range 
from less than 10 kw. to more than 1200 
kw. Where higher powers are required, a 
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“bank” of individual units may be used. 
Most commercial units have efficiencies run- 
ning from 60 to 90 per-cent. Motor-gen- 
erator sets are used where large gmounts 
of relatively low frequency power’ are re- 
quired for such applications as forging, 
melting, and deep hardening. 

The Spark-Gap Oscillator: The first high 
frequency generators used for induction 
heating were spark-gap oscillators. Dr. 
Edwin F. Northrup, one of the pioneers in 
the induction heating field, did most of his 
work in the early 1900’s, when spark-gap 
oscillators were widely used for ‘‘wireless”’ 
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Epimetheus and Prometheus were assigned 
the task of providing man and animals with 
faculties necessary for their preservation. 
Epimetheus was to do the actual fitting, 
with Prometheus supervising. Claws were 
bestowed to one animal, protective armor 
to another, and wings, fangs, and special 
: coloring to others. But when Epimetheus 
= came to man, he had exhausted his store of 
= gifts and his orders had been to make man 
= superior to all creatures. When Prometheus 
= learned of this, he went to heaven to light 
: his torch at the chariot of the sun and he 

brought fire to mankind. Zeus was enraged 
for man was now able to do things which 
had only been done by gods. And Prome- 
= theus was bound to a rocky cliff for all 
= eternity because he dared to bring the power 
= of fire to man. —Greek Mythology 
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This Tocco heating 
station with inductor 
and fixtureis used for 
brazing hydraulic 
cylinders and cylin- 
der cap assemblies. 


communications. Although vacuum tube 
oscillators have replaced spark-gap units in 
the communications field, spark-gap oscil- 
lators are still extensively used by industry. 

In a spark-gap oscillator an inductance 
coil is connected in series with a spark-gap 
and both are connected across a large ca- 
pacitor. A high a.c. voltage is applied to 
the capacitor. Normally, the spark-gap is 
non-conducting and acts as an open circuit. 
The voltage charge of the capacitor builds 
up to near its peak value, at which point 
the gap breaks down and effectively closes 
the connection between coil and capacitor, 
forming an oscillatory tuned circuit. Very 
heavy currents surge back and forth be- 
tween the coil and capacitor, as the capac- 
itor is alternately charged and discharged, 
at a frequency determined by the induc- 
tance and capacity values of the compo- 
nents. With such current surge, the ampli- 
tude drops slightly, as energy is dissipated 
in the circuit and in the load, until there is 
no longer sufficient energy to maintain the 
spark. At this point the spark dies out and 
the gap again acts like an open circuit. The 
output of a spark-gap oscillator is thus a 
series of high frequency pulses. 

Spark-gap oscillators are generally de- 
signed to operate in the frequency range of 
from 20 to 500 ke. Most manufacturers 
rate them by power input rather than by 
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power output. Standard spark-gap oscil- 
lators are made with power ratings up to 
about 40 kw., and down to about 2 kw. 
With a wide frequency range and low to 
moderate output powers, spark-gap oscil- 
lators are well suited to such applications 
as melting and forging small to moderate 
sized pieces. 

The Vacuum-Tube Oscillator: Except for 
the power ratings, the oscillator circuits 
are similar to the circuits used in radio 
transmitters. But there is a difference be- 
tween a high-power inducticn heater and a 
high-power radio transmitter. Broadcast 
transmitters generally employ a low to 
moderate power oscillator, followed by sev- 
eral stages of amplification. Induction heat- 
ers, on the other hand, use high power 
oscillators directly. 

The plate (output) and grid (input) cir- 
cuits of a vacuum-tube amplifier are 
coupled so that part of the output energy 
is fed back to the input to overcome cir- 
cuit losses and to start and sustain oscilla- 
tion. A tuned circuit is incorporated in 
either the plate or grid circuits (or both) 
to establish the operating frequency. The 
operation of a vacuum-tube oscillator is 
similar to that of a spark-gap unit, but 
with a vacuum tube replacing the spark- 
gap as a source of power pulses. However, 
the high frequency output is obtained as a 
continucus wave rather than as a series of 
pulses with a comparatively low repetition 
rate. 


Feed rolls push barstock through a set of 
Tocco induction coils which heat the stock 
to a temperature of about 2350 degrees F. 
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Vacuum-tube power oscillators are used 
at frequencies of from 150 kc. to one me. 
and higher. Commercial units are available 
with power ratings from a few hundred 
watts to hundreds of kilowatts. 


Induction Heater Applications 


Induction heaters are used in the metal 
working industries and for soldering the 
seals of canned foods, hardening machine 
parts, annealing sheet metal products, 
brazing fittings, and melting small lots of 
metals in laboratories developing new al- 
loys. In many cases induction heaters are 
used to supplement other heating tech- 
niques or to do a job faster and more effi- 
ciently than older methods. However, induc- 
tion heating is frequently used in applica- 
tions where no other heating method has 
been completely satisfactory. 

One example of this type of application 
is in vacuum heating and melting, where 
metals are processed in a vacuum. Another 
example is in the vacuum-tube manufac- 
turing industry. During the evacuation 
process, the metal elements of vacuum 
tubes must be heated to high temperatures 
to drive out gases which might later shorten 
the service life of the completed tube. Since 
the tube electrodes are surrounded by a 
glass envelope, a direct method of heating 
is not practical, but induction heating may 
be used when the coil is placed around the 
outside of the tube’s envelope. 

(Continued on page 128) 


This huge Ajax-Northrup heater coil is used 
for the hot pressing of carbide steels. Port- 
able units are also available for this purpose. 
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GENIAC 


Interesting kit builds circuits that 


solve problems and play games. 


Cynthia Scott (Mrs.) and Marlene Saunders (Mrs.}—“two jealous wives’-—eye each other with 
suspicion while awaiting Geniac signal. Circuit warns wife if husband has been unfaithful. 


“ELECTRIC BRAINS” THAT WORK in much 
the same manner as giant computers can 
now be built quickly and cheaply by the 
novice using the new Geniac Construction 
Kit. 

One of the most remarkable kits ever in- 
troduced to the public, the Geniac kit pro- 
vides material and instructions for building 
33 separate circuits for operating as many 
“brain machines.” Among the devices that 
may be built are logic machines for com- 
paring ang reasoning; cryptographic ma- 
chines for coding and decoding; games such 
as tic-tac-toe and nim; arithmetic ma- 
chines for both decimal and binary com- 
putations; puzzles such as ‘‘the space ship 
airlock,” “the fox, hen, corn, and hired 
man;” and miscellaneous devices such as a 
burglar alarm, an automatic oil furnace 
circuit, ete. 

In addition to a complete assortment of 
all necessary parts is a carefully prepared 
instruction manual which explains in detail 
how to wire each circuit. The 63-page 
manual also furnishes basic information on 
the application of symbolic logic to circuits, 
which is the basis of the Geniac kit. 

The kit is completely safe for anyone to 
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use. No soldering is required, and every 
circuit Operates on One common flashlight 
battery. 

By the use of ingeniously designed parts, 
such as a new type multiple switch and 
special circuit jumpers, the kit provides 
circuits that “act out” or “prove” the truth 
of verbal statements about certain situa- 
tions. One of the most popular of these 
circuits is the machine for the two jealous 
wives, illustrated here. In this problem, a 
“brain machine’”’ must be devised that will 
inform either or both wives of unfaithful- 
ness on the part of their husbands. 

Mathematical basis for the Geniac cir- 
cuits is the application of “Boolean alge- 
bra” to circuit design. George Boole, a 
nineteenth century British mathematician, 
evolved a system of logic in which symbols 
represent specific possibilities of things 
happening one way or another, such as A 
and B, or, A or B, etc. Certain types of in- 
formation, when stated verbally, can be 
analyzed and reduced to simple statements. 
These statements, or “elements,” are, in 
turn, expressed in symbols. The symbolic 
statement or “formula” then represents 
the verbal statement. From the symbols, 
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it can be determined what circuit compo- 
nents are needed and how, to a large ex- 
tent, they must be arranged in order to 
provide a circuit that “acts out” the origi- 
nal statement. The gigantic computers 
that solve complex problems in the twin- 
kling of an eye are based, in part, on these 
principles. 

A good illustration of how this system 
works is the problem of the hall light, one 
of the circuits included in the kit. The 
problem, stated in normel language, is 
this: a man wants to turn off or turn on 
a hall light either from downstairs or from 
upstairs. A circuit must be devised so that 
if either switch is turned the light will go 
off if it was on, and will go 9n if it was off. 

This is a practical problem and involves 
a kind of wiring that may he familiar to 
many readers. It implies a switching ar- 
rangement in which either cof two switches 
may be “off” or “on” in any position, de- 
pending on the relative position of the 
other switch. 

The circuit solution to this problem 
evolves logically from stating the problem 
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in Boolean symbols. U represents the up- 
stairs switch in one position, and D repre- 
sents the downstairs switch in the same 
relative position. U-D represents the two 
switches in series and in positions that per- 
mit the flow of current to light the bulb. 
U’ and D’ represent both switches in their 
respective opposite positions. Thus, U’-D’ 
also represents a flow of current. U’-D 
and U-D’ both represent the switches in 
such relative positions as to break the cir- 
cuit and permit no current to light the 
bulb. 

Stating this in Boolean symbols: U-D v 
U’-D’. The “v" stands for an expression 
similar to “and/or” and implies a state of 
parallelism between the two expressions it 
connects. Thus, the formula tells us that 
two series switches are needed in parallel 
with each other. Since each switch must 
perform one of two possible functions (the 
“cither-or”’ element), each switch must be 
a double-throw switch. The diagram and 
schematic shown here illustrate this rea- 
soning process. 

In every application of Boolean logic to 


Oliver Garfield, president 
of the Toy Development Company, 
Inc., which developed Geniac, ex- 

plains its workings to Tim Scully, 3, 
who assembled a circuit 

unaided, following kit 

instructions. 


UPSTAIRS SWITCH 

MUST TURN LIGHT 
"ON" OR "OFF" 

U AND U' 


DOWNSTAIRS SWITCH 
MUST TURN LIGHT 
“ON"OR "OFF" 

D0 AND O' 


POSITION OF U, 
IN SERIES WITH 
POSITION OF D, 
MUST TURN LIGHT "ON" 


POSITION OF U', 

IN SERIES WITH 

POSITION OF D’, 
MUST TURN LIGHT"ON” 


THEREFORE, U-D HAS 
SAME RESULTS AS U'-D' 
U-O0 v UD’ 


UAND U' INDICATE A SINGLE-POLE, uy u 
DOUBLE-THROW SWITCH. —s 


D AND O' INDICATE A SINGLE-POLE, ~ p>. 
DOUBLE- THROW SWITCH. ‘ 


U-D INDICATES POSITIONS u u! 

U AND D ARE IN SERIES. 
U'-D' INDICATES POSITIONS D D 

u' AND D’ ARE IN SERIES. 


w INDICATES THE SETS OF U-D 
ANO U':D' ARE IN PARALLEL 
IN THE FINAL CIRCUIT. 


This diagram shows how Geniac solves “the 
problem of the hall light.” Verbal state- 
ments are broken down into algebraic sym- 
bols which. in turn, indicate the number 
and type of circuit components required. 


The Genlac circuit shown below represents a 
robot watchman. It warns the farmer when 
his corn is in danger of being eaten by the 
hen. It also warns him when the hen is in 
danger of being devoured by a fox. Circuit 
takes into account the possibility that the 
hired man may not be present at all times 
to prevent trouble. This ingenious circuit 
also informs the farmer when all is safe. 


M: THE HIRED MAN H?THE HEN F=THE FOX CG: THE CORN 


a verbal statement, the circuit must prove 
the truth of the statement. In this case, 
the final circuit fulfills the requirements of 
the man with the upstairs and downstairs 
halls. In other circuits which can be built 
with the kit, a similar proof is achieved. 

For instance, the kit may be used to con- 
struct an electronic version of tic-tac-toe. 
Now, anyone who has played this game 
knows that if you make the first move, re- 
gardless of what your opponent does, you 
must either win or draw, provided you 
make the best possible move following 
each of your opponent’s moves. In other 
words, the player who goes second cannot 
win unless the first player commits an 
error. The Geniac circuit for this situation 
is a complex one, but once constructed, 
proves infallible. In a word, you can’t beat 
the machine! 

The underlying principles of the Geniac 
kit have been in development and research 
for a number of years. One of the best 
known pioneers in this country in the ap- 
plication of algebraic analysis to the prob- 
lems of telephone circuitry is Dr. Claude 
Shannon of Bell Telephone Laboratories, 
whose “magnetic mouse” was described in 
the May issue of PorunaR ELECTRONICS. 
Another noted mathematician, Edmund C. 
Berkeley, has contributed largely to the 
development of the Geniac kit. Mr. Berke- 
ley, an exponent of symbolic logic, is the 
author of the instruction manual that is 
furnished with the kit. Production of the 
kit, and the solving of the problems in- 
volved in putting it together, is largely the 
work of the Toy Development Company, 
of which Oliver Garfield, scientist and 
teacher, is the head. 

In addition to its value as a source of 
amusement and education, the kit exhibits 
certain technological features that may 
have widespread implications in other 
areas. The switches themselves are de- 
signed for simplicity and economy. Where 
the equivalent of several banks is needed, 
which ordinarily requires a multi-deck or 
multi-wafer switch built up vertically, the 
Geniac method uses a single wafer. Con- 
tacts on this wafer provide the equivalent 
—laterally—of what conventionally ganged 
switches do. This single wafer unit is an 
exclusive Geniac development, on which 
patents are pending. 

Speaking for the Geniac project, Mr. 
Garfield is quite optimistic regarding its 
future. New developments may see an 
electronic I1.Q. tester for professional use, 
as well as improvements in data analysis 
machines. For additional information, as 
well as to order kits, write to The Geniac 
Project, 29 St. Marks Place, New York 3, 
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Building at right houses all T[V facilities. 


Middic 
East 


GETS ITS FIRST 
TELEVISION STATION 


IN AN IDYLLIC WOODED GROVE near Baghdad, 
Iraq, is a modest building resembling a 
cross between a split-level home and an 
oversized barn. Its calm, suburban-like ap- 
pearance belies the feverish activity and 
“hot” equipment housed within it. 

This is the first home of the first tele- 
vision station in the Middle East. Present- 
ly located on a site at the Trades Fair, 
where it was set up by Pye, Ltd. of Cam- 
bridge, England, as an exhibit, the entire 
studio and its equipment has been bought 
by the Iraq government and will be moved 
soon to an official site belonging to the 
Iraq broadcasting authorities. 

The studio, which was erected and put 


Program producer and team of technicians 
in control room during Baghdad telecast. 
Latest equipment and methods are employed. 


Young artists pose before Pye TV camera. 
Technicians had to battle sandstorms and 
thunderstorms in setting up the station. 
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on the air only four weeks after the ar- 
rival of Pye technicians from England, is 
equipped with all facilities of a modern TV 
station, including the latest cameras. 

During the Trades Fair, Pye telecasted 
many programs which were received on 
sets in many parts of Baghdad, including 
the palace of King Feisaji. At the outset, 
however, TV receivers had to be removed 
from shop windows along the main street 
because of traffic congestion caused by en- 
thusiastic crowds. 

Programs included studio performances 
by local artists and personal appearances 
by members of the Iraq government. One 
of the most likely uses to which the new 
station will be put is educarional. In the 
Middle East women do not appear in pub- 
lic and so are unable to share the same 
educational opportunities afforded to those 
who can attend movies and other public 
places. The Baghdad authorities hope that 
television in halls and other places. where 
women congregate with their children will 
help to fill the gap in their knowledge of 
the world about them. 

Middle East observers predict that the 
effect of television in Baghdad will be felt 
well beyond Iraq. British prestige, and 
that of her electronics industry, is expected 
to be enhanced greatly throughout the 
area. 
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THE QUANTITY AND VARIETY of careers 
in electronics are tremendous. Industry is 
clamoring for men with suitable back- 
grounds in numerous specialized phases of 
electronics at various levels of ability and 
attainment. But the big cry, the big de- 
mand, is for men trained at the engineer- 
ing and scientific level. Specialists are 
not as much in demand as men with a 
thorough basic background in mathematics, 

physics, and engineering. 

If you are in high school now, in the 
armed services for a brief period, or un- 
der thirty years of age and able to go to 
college, consider seriously the possibility 
of getting into electronic engineering— 
that is, if your interests and talents tend 
to be in this direction. A few technicians, 
after years of experience, earn the status 
of engineer or scientist in industry, but 
most engineers enter the profession after 
securing a degree from an accredited col- 
lege or university. The same is true of 
physicists and mathematicians. 

To be ready for an engineering or scien- 
tific college education, there are several 
things that you can do now which will 
make the going easier in college, and en- 
able you to get more out of your college 
courses. You should: 

1) Become extremely proficient in mathe- 
matics. 

2) Get a solid background in physics. 

3) Become familiar with the practical 
aspects of electronics. 

4) Learn how to use a slide rule. 

This sounds like a big order, and for the 
most part, it is.) However, when you con- 
sider that a large number of high school 
graduates cannot pass college entrance 
examinations, the need for this “large 
order” is apparent. Furthermore, any- 
where from 30 percent to 60 percent of 
the students in basic college mathematics 
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By FORREST H. FRANTZ, a 


Physics Dept., Mississippi State College 


and physics courses fail or just barcly pass. 
This indicates that a prospective college 
student would do well to prepare himself 
as best he can to meet the standards that 
have been set. The four points mentioned 
above are basic for pre-college prepara- 
tion. Let’s examine them more closely and 
see why they are important. 

1) Become proficient in mathematics: 
To do this, you’ll have to do more than 
work a few assigned problems. Work many, 
many problems. Use your high school trig- 
onometry and algebra texts, and if you 
can work these problems with ease, try to 
find texts with slightly harder problems 
that present a greater challenge. Before 
you can really get into electronic work on 
the college level, you will have to complete 
courses in college algebra, trigonometry, 
analytic geometry, and calculus. Then you'll 
be taking courses in differential equa- 
tions, advanced calculus, and vector analy- 
sis along with your clectronic courses. If 
you don’t enjoy working with mathematics 
and can’t use it with ease after high 
school courses, you would be better off not 
to enter college with electronic courses in 
mind. It is impossible for the author to 
find words that adequately describe the 
importance of mathematics to the engi- 
neer. The inability to cope with mathe- 
matics is the pitfall for most students who 
have difficulty with their basic physics 
courses. A deficiency in mathematical 
background becomes more serious in ad- 
vanced science and electronic courses. 

2) Get a solid background in physics. 
This is important because every phase of 
physics comes into play at some time or 
another in an electronic engineer’s carcer. 
If you understand basic physics, then you 
will find it easier to understand your spe- 
cialized electronic courses. Electricity is 
the basis of electronics; mechanics must be 
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understood to understand fully electrostat- 
ics and electromagnetics; sownd is essen- 
tial for audio, acoustics, and vibration stu- 
dies; light must be understood to learn 
the principles of television; and heat is 
important to the study of vacuum tubes, 
heating devices, and equipment design. 
Every phase of physics is important to an 
elactronic engineer. 

3) Become familiar with the practical 
aspects of your field: You may do this in 
numerous ways. Read technical periodicals 
and books on electronics. Build equipment 
either of the kit form or from construc- 
tion articles in magazines. Seek the help 
and advice of persons already engaged in 
radio, television, and electronics. They'll 
be glad to help you get started. This is the 
kind of preparation that keeps your inter- 
est in electronics alive and will make your 
future study an interesting search instead 
of a tiresome walk in a strange land. 

4) Learn to use the slide rule: The slide 
rule is as true, dear, and important to the 
engineer as the six-gun was to the legend- 
ary figures of the “Old West.” As a mat- 
ter of fact, most engineering students carry 
them fastened to their belts just as the 
Westerners of past years carried their 
guns. If you learn to use a slide rule now, 
you'll become acquainted with a life-long 
friend. If you can't get one and start to 
use it before you go to college, put it at 
the top of your list of things to get when 
you hit the campus. 

As an electronic engineer, you'll receive 
a good salary, enjoy considerable prestige, 
and have the satisfying feeling of accom- 
plishment in doing your work. It’s a great 
future, and the future of electronics be- 
comes greater every day. There are many 
problems to be solved and many new de- 
vices to be created. Some of them may be 
waiting for your particular approach. ~30- 
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Muzak programs are transcribed from master discs onto magnetic 
fape by these recorders. Reels are then shipped to franchisers. 


IMPROVED SERVICE, greater range of selec- 
tions, wider audiences, higher fidelity, and 
smoother operation are anticipated from 
recent changes behind the scenes at Mu- 
zak’s New York headquarters. A remark- 
able new tape playback unit is the elec- 
tronic cornerstone of this expansion move 
by the organization which has been fur- 
nishing background music in restaurants 
and other public places for twenty years. 

Designed by Muzak engineers, the tape 
unit is started and stopped automatically 
by subsonic signals on the tapes containing 
the musical programs. Desired music for 
special occasions, such as Christmas carols, 
may be preselected. In addition, the unit 
reverses the tape at the end of the 4800- 
foot reel, changes tracks, automatically 
rewinds, and shuts itself off and cuts in a 
companion tape mechanism. Since two of 
these playback units operating in tandem 
can play programmed music on tape indef- 
initely and automatically, Muzak main- 
tains that the new system has not only 
eliminated human error from the opera- 
tion, but has reduced operating procedures 
to one visit a day to change the reels in 
the studio. 

The tapes themselves, upon which Muzak 
records its own programs, are mounted on 
reels that can run a full eight hours, 4 
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hours in one direction on one track, and 
then 4 more hours on the other track in 
the opposite direction. 

Tapes and playback units are shipped 
from Muzak’s headquarters to its nearly 
100 franchised operators. More than 400 
communities are now serviced in this man- 
ner throughout the United States as well 
as in Lima, Peru; Vancouver, Toronto, and 
Montreal in Canada; Mexico City; San 
Juan, Puerto Rico; and Honolulu. It is esti- 
mated that 50 million people hear some 
portion of a Muzak program each day. 


Three Types of Programs 


Locations serviced by Muzak include 
restaurants, supermarkets, banks, depart- 
ment stores, business offices, and industrial 
plants. Three different kinds of programs 
have been developed to meet the calcu- 
lated needs of these diverse situations. 
First, there is the “basic” program, con- 
sisting of a wide variety of classical and 
semi-classical music, show tunes, and pop- 
ular songs (without vocals). Aimed at pub- 
lic places such as banks, restaurants and 
stores, this program is divided into 15 min- 
ute segments, with 12%4 minutes of music 
and 2% of silence. The silent period is cal- 
culated to prevent the unwelcomed effects 
of too constant background music. 
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Master disc is okeyed on transcriptior turntable as Muzck technician adjusts 
controls to assure proper feeding of signals into banks of tape recorders. 


The second type of program. intended for 
Offices, features a narrower variety of se- 
lections which omits classical music. This 
program is on for 15 minutes and off for 
15 minutes, starting on the quarter-hour. 

The third, and most recent type, is the 
industrial program. Planned for factories 
and plants, this program comprises popu- 
Jar and show tunes exclusively and in- 
cludes vocal selections. This program is 
scheduled like the office program—15 min- 
utes on and 15 off—but starts on the hour. 
Thus the factory schedule dovetails the 
office schedule, permitting an entire plant 
to be serviced simultaneously from one 
tape source. 


Music Played by "Name Bands” 


The musical selections themselves are 
obtained through a unique process. A com- 
position is chosen. A special arrangement 
is made by staff musicians. The piece is 
then played for a recording session by one 
of the many “big-name” bands in the coun- 
try, although the listener weuld never rec- 
ognize the band since its playing is strictly 
in line with Muzak’s arrangement and 
rules regarding tempo, volume, and orches- 
tral effects. The master disc thus recorded 
is then used to make tape transcriptions. 
Tapes are recorded on 16-inch reels run- 
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ning at 3% ips. using dual tracks. Sub- 
sonic signals, to be used later for switching 
on and off the playback units, are also re- 
corded onto the tape. 

At one of Muzak’s franchises, the tape is 
played back. Signals are fed to local am- 
plifiers and thence, via lines, to the nearest 
telephone office. From here the signal is fed 
into lines that carry the music to the indi- 
vidual Muzak subscribers in that area. At 
the subscriber’s installation, the signal is 
fed intc a booster amplifier and finally to 
the loudspeaker. 

All the electronic equipment, including 
amplifiers and speakers, are Muzak prod- 
ucts. Like the music itself, they are de- 
signed and built to Muzak specifications. 

Muzak’s 7000 different musical selections 
make it possible never to program the same 
number more than once a day; usually it is 
not necessary to repeat it for an entire 
week. The unique tonal qualities of this 
music have occasioned comment by many 
listeners. Muzak’s programs are noted for 
their subdued overtones, lack of stridency, 
and over-all “mellowness”. This quality is 
not an indication of musical ignorance on 
the part of the organization, but a delib- 
erate attempt to provide the kind of music 
that makes good background for various ac- 
tivities. According to Muzak, this music ac- 
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This chart, furnished by Muzak. shows the 
success of planned music in reducing lost time 
in one plant. Early departures dropped from 
2.52% of man-hours during the two weeks be- 
fore music was used to only 0.845% during 
the four weeks after Muzak was installed, 
representing a decrease of 66%. These meas- 
urements were made by the Stevens Institute 
of Technology. Muzak‘s conclusions: a cheer- 
ful worker is a better worker; the right kind 
of music helps make, and keep. men happy. 
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tually helps people work, shop, or dine, and 
is non-distracting. The philosophy behind 
Muzak is that such music cheers people, 
boosts morale, increases the positive psy- 
chological factors in human behavior, helps 
increase work output, minimizes fatigue, 
and makes public places more pleasant so 
that large numbers of people can function 
smoothly without running each other down. 
In line with these points, the programming 
and timing of the music are based on the 
“Standard Fatigue Curve’ developed by 
psychologists. 

Because the music is designed primarily 
as background and to blend into the sur- 
rounding atmosphere, the over-all response 
of the system is controlled to permit the 
transmission of “tones that just penctrate 
the noise barrier” created by any given set 
of activities and people. Described by Muz- 
ak as a “controlled high fidelity that pre- 
serves the quality of the original perform- 
ance, but eliminates all irritating highs,” 
this music is played and reproduced in 
such a way as not to call attention to itself. 
It simply serves as a psychological aid to 
whatever else is going on. Experience, 
tests, and increasing franchises all seem to 
indicate that for fulfilling its avowed aims, 
“music by Muzak” is here to stay! 


Scatter Propagation Tests Seek to Extend Communications 


A LONG-RANGE TESTING PROGRAM On a new 
type of communication link was launched 
at Syracuse University, N. Y., recently 
when a receiving station built on the sum- 
mit of a ski hill went into operation. 

This new link may play a vital role in 
military operations. Broadcasts sent over 
it would be harder to jam, more difficult 


to listen in on, and less subject to noise in- 
terference than those sent over conven- 
tional radio links. The link may also make 
possible long-distance communication 
paths, free of relay towers. At present, FM 
and pulse-type broadcasts cannot be re- 
ceived much beyond the line of sight with- 
out such towers. 

Daily, signals from an Air Force trans- 
mitter at Lexington, Mass., are sent to 
Syracuse. AM, FM, and pulse-type modu- 
lations are being used. The carrier fre- 
quency, 915 me., is scattered beyond the 
line of sight from the ionosphere or tropo- 
sphere. These regions are reflecting layers, 
some 50 to 75 miles above the earth. Dis- 
persion of the signal is called scatter pro- 
pagation. The scattering causes some of 
the signal to descend earthward where it 
can be detected by a receiver. 

All signals are received at Syracuse by 
means of the huge dish-like reflector an- 
tenna shown in the photo. Recording in- 
struments indicate with graph lines the na- 
ture of the signals. Interpreting the data 
thus obtained are Drs. Samuel Seely (left) 
and Stanford Goldman, professors of elec- 
trical engineering. 

Through these tests, the scientists hope 
to determine which type of modulation is 


best suited to this particular link. —30- 
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Electronic device serves 
as full-time private tutor. 


THE STUDENT WHO TRADITIONALLY SLEEPS 
through his classes may be more in line 
than he realizes if the educational ideas 
embodied in a new clectronic device be- 
come widely used. 

Basing its operation on the theory that 
people can learn while in a semi-conscious 
or completely slumbering state, the ‘“Dor- 
miphone” furnishes oral lessons that are 
turned on and off by preset controls. The 
unit can be arranged to drill the lessons 
loudly while the student is awake, and 
then to whisper a gentle refresher just be- 
fore he goes to sleep, during sleep, and 
upon wakening the next morning. 

Souree of the lessons is a magnetic re- 
corded dise which is played on a phono- 
graph in much the same manner as an or- 
dinary pressed or cut disc. The lesson on 
the dise may be recorded through the Dor- 
miphone via microphone, using the device 
as a magnetic dise recorder. Simply chang- 
ing the cartridge in the phono arm and 
flicking a switch converts the unit to play- 
back. 

Timing control is achieved by a built-in 
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Photo at top of page shows French actress 
Jeanne Demery as she learns Swedish from 
lanquage records played on her Dormiphone. 
Record changer used in unit is the Collaro, 


Telechron electric clock equipped with a 
series of switches. These controls can be 
preset by the user so that any record auto- 
matically will start, play, and stop at de- 
sired intervals. In effect this is like having 
a private tutor on hand 24 hours a day. 
In addition to its educational function, 
the Dormiphone may be used as a conven- 


39 


VOT SET , 23° ¥ 


- ‘7 
5  AmericanRadioHistorv Com ’ — -. my 


~~ 
“~ 


tional record player, and will handle all 
types of LP and standard discs on a three- 
speed changer that plays through its built- 
in amplifier and speaker. 

When using it to record live signal 
sources, the magnetic recording head rides 
around a pregrooved disc. To erase any re- 
cording, a long bar magnet is held over 
the rotating disc. This “cleans” it and 
makes it ready for reuse. Erasure is also 
accomplished automatically by recording 
new material onto the disc. 

Manufactured by Modernophone, Inc., 30 
Rockefeller Plaza, N. Y. 20, N. Y., the Dor- 
miphone is based on learning techniques 
that have been studied and developed by 
company president Max Sherover, who is 
also the founder and head of the well- 
known Linguaphone Institute of America. 
Mr. Sherover calls his unique application 
of audio by the term ‘“dormiphonics” and 
bases it largely on studies conducted at 
various universities and reported in nu- 
merous scientific journals. Generally they 
involve experiments which demonstrate 
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that people remember what is transmitted 
to them orally when they did not con- 
sciously hear it. For example, recent tests 
at the University of North Carolina dem- 
onstrated that students, who had “heard” 
a list of words while they slept, memorized 
the list much faster the next morning than 
those who had not been subjected to the 
same process. 

Opera singers and actors have used this 
equipment to memorize difficult roles in 
much less time than normally required by 
conventional methods. A psychiatrist cured 
fingernail biting among a group of boys by 
planting a suggestion in their minds while 
they were asleep. 

The Dormiphone comes installed in a 
carrying case, complete with microphone, 
12-inch disc, magnetic recording and eras- 
ing head, LP and standard phono pickup, 
ear piece, under-pillow speaker, and cord. 
It is priced at $229.50. Another model, 
without the magnetic recording feature, 
sells for $129.50. For further information, 
write to the manufacturer. 
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Economical Hi-Fi Amplifier 
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FURNISHING 12 waATTS, with a frequency 
response of 20 to 20,000 cycles, the new 
LA-54 audio amplifier combines, in one unit, 
the functions of preamplifier-equalizer and 
power amplifier. Features include: record 
equalizer with separate adjustable bass 
turnover and treble roll-off; inputs and 
selector switch for TV, tape, radio, and 
phono; recording tape take-off jack; inde- 
pendent bass, treble, and volume controls. 
It is priced at $64.50 net. For further in- 
formation, write the manufacturer, Lafay- 
ette Radio, 100 Sixth Avenue, New York 13, 
INS —30- 
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Wide Range Tape Recorder 
For Custom Installation 


DESIGNED FOR HIGH FIDELITY custom in- 
stallation, the new Revere T-11 tape re- 
corder boasts many quality features, 
among which is a reported frequency re- 


sponse within 3 db from 40 to 16,000 cycles. 

Wow and flutter are down to less than 
0.2 per cent. Tape speed is 7% inches per 
second. Although the unit can be used to 
advantage by connecting its output to sep- 
arate hi-fi amplifier and speaker, the T-11 
contains its own monitor amplifier with a 
2%-watt output. 

This newest bid by Revere for the hi-fi 
market employs automatic head demag- 
netization, and rapid individual forward 
and reverse operation. The solenoid oper- 
ated keyboard utilizes push-button control. 
Included is an index counter for play selec- 
tion and editing, and two recording level 
indicator lamps. The T-11 accepts 3, 5, 7, 
and 10%-inch tape reels. It may be mount- 
ed in any position. Complete with micro- 
phone, power cord, and reels (one with 
tape), the T-11 retails for $264.50. For 
more information, write to Revere Camera 
Co., 320 E. 21st St., Chicago 16, Ill. —30- 
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By 
ELBERT ROBBERSON 


Cover Photo Story—Painting by Ed Valigursky 


In this first part of a two-part story a simple transmitter is 


described and the receiver using printed circuits is detailed. 


How WOULD YoU LIKE to build a light- 
beam wireless telephone for short-range 
talking and experimenting? With this unit 
you can send speech or music over the beam 
of light, and two people, each one equipped 
with a “talking-light” (transmitter) and the 
“light-beam receiver” can carry on conver- 
sations over the distance the light beam can 
be thrown with enough brilliance by which 
to be read. The best part of experimenting 
with this kind of “wireless” is that it doesn’t 
require any license. On the “light-beam 
phone band” there is never any static, and 
other people can’t ‘‘tap” the conversations. 
Furthermore, a complete outfit can be put 
together in a couple of evenings. 

Light-beam communication can be put to 
practical use. As an example, suppose a 
member of the household spends hours on 
the telephone talking to a neighbor. A light- 
beam circuit will work as well as Mr. Bell’s 
invention, and leave the telephone line free 
for other calls. Another application would 
be to have a light-beam hookup with a 
neighbor, so one family could baby sit for 
the other, via a microphone in the nursery. 
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Light-beam signalling is really quite sim- 
ple. A low-power short-range “transmitter” 
can be made as shown in Fig. 1 simply by 
putting an old-fashioned single-button car- 
bon microphone, such as ones used in the 
old wall or desk-type telephones or the F-1 
button used in modern handsets, in series 
with a 12-volt battery and a portable 6-volt 
spotlight. The spotlight illustrated is a unit 
designed to plug into the cigarette lighter in 
a car and can be carried in the glove com- 
partment for emergency use. The 12-volt 
battery may be made of two 6-volt radio 
A batteries in series. When the lamp, mi- 
crophone and batteries are connected, the 
lamp should glow with about normal bril- 
liance. ‘Then when someone speaks strongly 
into the mike, the light will flicker. 

Filaments of the type of lamp used here 
can change fast enough to hit notes as high 
as 6000 cycles per second with no strain. 
This range is more than enough for excel- 
ent speech quality. 

Send music over the light beam by using 
an ordinary sma!! radio as shown in Fig. 1. 
Disconnect the speaker voice coil from the 

& 


4) 


Light-beam “receiver.” Con- 
cave shaving mirror gathers 
light from modulated beam, 
focuses it on phototube in am- 
plifier unit. Cardboard shield 
ever top shuts out unwanted 
light from other sources. 


On a piece of %4” plywood, 
trace outline of concave mir- 
ror. Keep line very close to rim. 


Cut a hole for the mirror with 
a jig saw. The diagonal cut in 
from the edge can be squeezed 
together with a screw to give 
clamping action in order to hold 
mirror in place. If mirror is loose 
in the holder, wrap layers of 
tape around rim until snug. 
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secondary of the output transformer. Wire 
the spotlight and a 6-volt battery in series 
with the transformer secondary winding. 
With the station tuned in, turn the volume 
up “full.” The lamp should now burn and 
flicker with the program modulation. 

So much for simple sending outfits. A 
regular sending unit which will have better 
performance will be described next month, 
but first, let’s get set up to reccive effi- 
ciently. 

To “listen” to a light beam, just put an 
“electric eye” in the path of the light rays, 
and their fluctuations will be turned back 
to an electrical wave. Add an amplifier and 
a headset, and the electrical wave will be 
restored to the original form of a sound 
wave. 

Figure 2 shows the schematie of the light- 
beam receiver. Using readily available 
printed circuits for all tube coupling, the 
number of components was reduced to a 
mere dozen. 

Before wiring it up, some simple carpen- 
try is necessary. As you know, the beam 
from a spotlight spreads out. The active ele- 
ment of our electric eye has an area of ap- 
proximately one square inch. The practical 
effect is that, without some help, only a very 
small part of the transmitted beam will 
be intercepted and turned back to sound. 

The greater the amount of light beam 
gathered and focused on the light-sensitive 
element, the better. A six-inch concave 
shaving mirror will gather about 28 times 
more light than the ‘naked eye.” This 
amounts to a gain of 14 decibels. 

Shine a spotlight squarely on the mirror 
from several feet away, and move a small 
ecard away from the mirror center until the 
point of best focus is reached. This is the 
“total length” of the mirror, and the plat- 
form should be made so the photoelectric 
tube is exactly the focal-length distance 
from the mirror. Using the mirror shown 
in this article, the focal length was 23 inches. 
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Fig. 1. These two simple transmitters 
may be used for short-range signaling. 


A board 30 inches long was used for the 
platform, which allows room on the end for 
the amplifier unit. 

The next part is the mirror holder. This 
can be cut with a jig saw from %-inch ply- 
wood, and screwed to the end of the plat- 
form. The mirror should be mounted so its 
center is the same height above the plat- 
form as the center of the phototube element. 


Fig. 2. Wiring schematic of the light beam 
receiving unit. The cost is about $12. 


C1—-20 pfd., 150 v. electrolytic capacitor 
C2—-.002 nid., 400 v. paper capacitor 
Bi--l'\% volt battery, Burgess 2F 

B2—Two 45 volt batteries in series, Burgess M-30 
Ri—500 ohm. 2 w. res. 

V1—930 phototube 

V2—1S5 tube 

V3—1S4 tube 

1 ea.—Centralab PC-70 ‘’Couplate”’ 

I ea.—Centralab PC-92 ‘Couplate” 
S1—D.p.s.t. toggle switch 

1—Socket, octal, Amphenol 78-S8 

2—Sockets, 7 pin miniature, Amphenol 78-7P 
I—Phone jack, Malory A-2 
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The socket holes are made most 
easily with chassis punches. 
Space two %” holes and one 
14%” hole evenly across cen- 
ter line of utility-box chassis. 


Insert tubes in sockets before 
wiring, and prop the chassis 
up on blocks or the batteries. 
Having the tubes installed pre- 
vents distortion of miniature- 
tube contacts with the strain of 
attaching and soldering wires. 


After wiring the battery plugs, 
cover their backs with plastic 
tape to prevent short circuits if 
the plugs should touch the cab- 
inet. Unit is completely wired 
here—note the grid-bias resis- 
tor on the “B’-battery plug. 


Connect batteries, lay them in 
the bottom of the case, and 
slide the chassis in place and 
secure. Make sure this han- 
dling does not move anything 
so that short circuits can occur, 
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Now for the receiving unit. Along the 
center of the top of the utility box, drill pilot 
holes for tube-socket openings and punch 
the holes out with chassis punches. On the 
same center line, drill a #25 hole for the 
“ground” connection, and on the end of the 
cabinet make two %4¢-inch holes, one for the 
“on-off” switch and one for the headphone 
jack. Install the sockets, jack and switch, 
and put in a 6-32 machine screw and a 
couple of lugs for the ground “‘bus.” Orient 
the tube sockets exactly as shown in the 
diagram on page 46. 

Plug in the tubes, prop the chassis upside 
down, and commence wiring by running a 
bare tinned solid copper wire from the 
ground connection through terminals 1 and 
5 of the 1S4 tube socket, then around to pin 
1 of the 1S5 tube socket. Connect the tubu- 
lar center shields to ground also. 

Run a wire from the far-center switch 
terminal to the number 7 terminals of both 
the 1S4 and the 1S5 tube sockets. Make up 
the A battery plug with leads about 10 
inches long, connect the small pin to the 
chassis ground, and the large one to the far- 
end terminal on the switch. The filament 
circuits are now all wired. 

Next, wire the 20 “fd. electrolytic capaci- 
tor between the 930 tube socket terminal 4 
and the ground on terminal 1 of the 185 
tube socket. Be sure the positive end of the 
capacitor goes to the 930. Then hook up the 
jumper between the 930 tube socket termi- 
nal 4 and the sleete and switch contacts of 
the phone jack. 

Run a wire between the tip contact of the 
jack and terminal 6 of the 1S4 tube socket, 
and at the same time, connect the .002 #fd. 
capacitor from the 1S4 tube socket terminal 
6 to the chassis ground lug. 


Using Printed Circuits 


Before installing the “printed-circuit” 
coupling plates, check their diagrams and 
the lead numbering against the schematic 
to make sure they are the same. The hook- 
up shown here and the numbers on the 
schematic apply to Centralab coupling 
plates—other manufacturers of equivalent 
items may use a different code. If there is a 
difference, either change the numbers on 
the “couplate” or the wiring diagram to 
make the connections conform to the 
schematic. 

To install the input circuit, Centralab 
PC-70, connect leads 1 and 4 together, and 
connect to the ground bus. Use insulating 
tubing on all leads to prevent accidental 
short circuits. Lead 2 goes to the 930 tube 
socket terminal 8; and lead 3 to the 1S5 
tube socket terminal 6. 

The interstage coupling plate, Centralab 
PC-92, has two more wires than the PC-70; 
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these supply screen voltage to the first tube, 
but the PC-92 is no more difficult to wire in 
than the PC-70. Remembering to use spa- 
ghetti on all leads, first connect lead 1 to 
the ground bus. Lead 2 is the connection 
for negative grid bias for the output tube, 
and on the schematic this wire is shown run- 
ning directly to the negative B battery ter- 
minal. However, connecting a flexible bat- 
tery-plug wire to this flimsy lead would be 
mechanically poor. Since the unused termi- 
nal 2 of the 1S5 tube socket is available as 
a tie-point, connect lead 2 to the 185 termi- 
nal 2. 

Centralab-PC-92 lead 3 goes to the 184 
tube socket terminal 4; at the same 
time, solder a jumper from the 184 tube 
socket terminal 4 to the near-center termi- 
nal of the switch. Then, install another 
jumper from the near-center switch termi- 
nal to the sleeve-and-contact terminals of 
the phone jack. 

Connect lead 4 to the 1S5 tube socket ter- 
minal 4; and lead 5 to the 1S5 terminal 5. 
Lead 6 goes to the 1S4 tube socket terminal 
3. This completes the chassis wiring. 


Wiring in the Battery 


Make up the B battery plugs with about 
10-inch leads and connect the 500-ohm re- 
sistor between the negative pin and the un- 
used pin on the plug of the battery at the 
negative end. Here is another instance 
where an unused terminal is used as a tie- 
point, giving mechanical security without 
using any extra hardware. Connect the 
negative wire to the tie-point terminal 2 on 
the 1S5 tube socket; and connect the posi- 
tive lead to the near-end terminal of the 
switch. Ground the lead from the tie-point 
terminal on the first battery plug; and the 
equipment is now completely wired. 

It is a good idea to check off the wires on 
the wiring diagram as each one is put in— 
then, when finished, double check. 


CENTER OF MIRROR 
SAME HEIGHT AS 
PHOTO TUBE 
ELEMENT 


Mounting of the receiver, 
phototube and concave mirror. 
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Connect the batteries, plug in the headset, 
and turn on the switch. A quiet hiss may 
be heard, and when the tubes are tapped 
with the finger, a slight ringing should be 
heard as their elements vibrate. Then touch 
the finger to terminal 6 of the 1S5 tube—a 
loud hum should result. 

Aim the concave face of the phototube at 
a burning a.c. lamp or fluorescent tube, and 
a.c. hum should be heard in the headset. The 
hum can be interrupted by holding the hand 
in frort of the phototube. This shows that 
the receiver is light-sensitive. 

Place the amplifier on the platform, with 
the phototube facing the mirror. Directly 
in line with the mirror and at a distance of 
several feet, beam in the searchlight. Get 
back of the mirror, and adjust until the re- 
flected beam is centered on the phototube 
element. The headphones should now re- 
spond to whatever modulation is applied to 
the beam. 

Light, other than that coming from the 
searchlight, will reduce the sensitivity, so 
use a shield over the receiver. This shield 
can be bent up of corrugated cardboard, or 


in the photograph at the top of page 42. 
Best range with the light-beam telephone 
is realized at night. To test the unit, the 
author put his favorite record program on 
the light beam, aimed the searchlight out 
the window, picked up the receiver, and 
walked down the street. By careful aiming, 
he was able to pick up the program with 
surprising fidelity a block away. 

As expected, the simple microphone-bat- 
tery speech transmitter isn’t as efficient as 
a vacuum-tube outfit would be, and too 
much current through the mike heats the 
carbon granules, so it has to be tapped oc- 
casionally to restore sensitivity. Best per- 
formance on speech can be obtained with a 
light modulator built especially for the job. 
Next month Poputar ELECTRONICS will de- 
scribe such a unit. 

In the meantime, get ready by building 
this receiver and getting acquainted with 
light-beam communication. It’s fun, besides 
being an introduction to “wireless” which 
can lead to better things. Many of the 
basic principles of radio transmission and 
reception are involved in light beam com- 


light-weight metal, and installed as shown munication. —30-— 
Pictorial wiring diagram of the light-beam receiving unit. Con- 
structors unable to obtain the cheap printed circuit may substitute 
regular resistors and capacitors with the values shown on page 43. 
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METAL 


COMBINING FUN AND PROFIT is something 
one hears about, but seldom enjoys. The 
metal locator described in this article, car- 
ried in the trunk of the car, can be assem- 
bled in minutes and will provide endless 
hours of fun and excitement with the con- 
stant possibility of a rich find. It responds 
with equal facility to non-ferrous and fer- 
rous metals or ores. It will find under- 
ground wires and pipes, metals buried in 
sand, and electrical conduit lines in brick, 
plaster, or mortar walls and ceilings. Best 
of all, it is inexpensive and easy to con- 
struct. 

The complete outfit consists of two ma- 
jor components: the search coil and its fit- 
tings, and the electronic detector. The 
former is a four-turn coil, 18 inches in 
diameter wound in, and protected by a ply- 
wood “sandwich” 20 inches across. It is 
carried at the end of a 5-foot length of one- 
inch round stock when in use. The elec- 
tronic equipment comprises two distinct 
battery-operated oscillators. Except for one 
component, both oscillators are contained 
within the metal cabinet shown in the 
illustrations. The exception is the search 
coil; this forms the tank circuit of one of 
the oscillators and alters electrical condi- 
tions to provide an audible indication when 
metal is approached. 


Construction of the Search Coil 


Any sensitive electronic metal locator de- 
mands absolute rigidity of construction tog 


The metal locator in operation. 
Any kind of wooden handle 

may be employed to sup- 
port the search coil. 
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By HARVEY POLLACK 


avoid wobole and spurious response; in 
addition, the shielding must be well-nigh 
perfect if one is to avoid masking of the 
desired signal by ground capacitance 
changes. The constructior of the search 
coil shculd be started first because the 
work on the electronic portion may be be- 
gun while the glued coil freme is drying. 
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Construct the plywood frame as shown in 
the drawings, then glue entire assembly 
together (no nails or screws are used any- 
where m the construction of the search 
coil) using a good resin or casein cement 
such as We!dwood or Pliobond; for obvious 
reasons water soluble glues should not be 
used, 


When the coil frame has set, the search 
coil may be wound in the groove of the 
“sandwich.” Double cotton covered wire, 
#22 or larger, should be used. Starting 
near one of the one-inch round projections, 
wind two full turns and bring out a twisted 
center-tap. Then wind the remaining two 
turns, terminating near the same projec- 


Schematic diagram, parts list, and pictorial (see opposite page). 


DETECTOR UNIT 

RI, RS—100,000 ohms, 1/2 w. res. 

R2, RE—3.3 megohms, 2 w. res. 

R4, R§—15,000 ohms, 1% w. res. 

Cl, CS—100 yutd. mica capacitors 

C2—50 yutd. mica capacitor 

C3—100 yutd. variable capacitor, screwdriver ad- 
justment, capable of being insulated from chassis 
(National Type W-100 or equivalent) 

C4—.001 ytd. paper capacitor 

C6—100 wufd. ceramicon capacitor 

C7—IS uutd. variable capacitor, 2’ shaft, chassis 
mounting, double-bearing (Bud Type MC-1850 or 
equivalent) 

C8—.01 yfd. paper capacitor 

C9—.005 ytd. paper capacitor 

B1—47/2-volt ‘‘B’ battery, Burgess Type XX45 

B2—1\4-volt “A” battery, Eveready Type 720 or 
RCA Type VSO-69 

J1—Open circuit headphone jack 

L1—Shielded oscillator coil, Meissner Type 14-4243 

RFCI—Radio frequency choke, ceramic cone stand- 
off, 10 mhy., (National Type R-100U or equivalent) 

SI—D.p.s.t. toggle switch 

V1—1T4 tube 

V2—1R5 tube 

V3--1U4 tube 

J—Aluminum utility case, Premier Metal Products 
Type PAC 596 

1—Aluminum chassis base, 4” x 41” x 1", ICA 
Type 29083 

3—7.pin miniature shielded sockets 

1—4 ft. strap (An adjustable surplus Army webbing 
stzap was used in this model. The finishing ends 
were bent from thin sheet tin and pressed [lat in 
a vise. One 8/32 machine screw and nut holds 
ecch end of strap to detector case. Do not use 
sheet metal screws for this purpose.) 


\ 
SEARCH ' | FARADAY 


COIL SHIELD 
ASSEMBLY ~\ {NO CLOSED LOOPS) 


1—Pair magnetic headphones, high impedance 

1—4” dial, Bud D-1734 or equivalent 

1—4-lug terminal strip 

2-—-2-lug terminal strips 

1—Connector strip with leads, for ““B’ battery 

1—2-prong plug to fit “A” battery 

SOI—Three-contact chassis receptacle, shielded 
microphone type. Amphenol Type 91-PC3F or 
equivalent 

Machine screws and nuts as required (Screws for 
mounting tube sockets are 4/40, 3’; others are 
6/32, 3"’.) 

Hookup wire and solder 


SEARCH COIL AND CABLE ASSEMBLY 


1—V" plywood panel, 3-ply, approximately 20” x 
40’, to be cut in half 

1—6 ft. length of 1 round stock, light-weight wood 

I—I ft. length, ¥4‘' dowel 

1—3 ft. length of 34’ x 2” lumber for cross-bar on 
search coil assembly 

10 ft. of #22 or larger double cotton-covered copper 
wire for search coil 

150 ft. of #22 bare (not enameled) copper wire 

75 ft. of I wide paper masking tape (If 2” cloth or 
plastic tape is used, reduce by halt.) 

I pt. of good quality white shellac (Varnish may be 
used, but drying time is greater.) 

5 ft. of Twinax (double conductor shielded cable) 
RG-22/U or equivalent having no more than 17 
uufd. per foot. Federal Type K-I11 shielded 
twinlead can be used as second choice. 

1—Small can of Weldwood, Pliobond, or similar 
water-resistant glue 

I—Jones strip, three terminals 

I—Three-prong plug, shielded microphone type, 
Amphenol Type 91-MC3M or equivalent 


Total cost of parts, approximately $25.00 
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tion. Bring the two ends of the coil and 
the center-tap out through three fine holes 
near the inner circumference of the upper 
ring. Draw fine radial lines on the rim of 
the frame to aid in layout of the Faraday 
shield to be wound later. Now give the 
whole assembly one or two coats of clear 
shellac or varnish and let it dry thoroughly. 
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Construction of the Faraday Shield 


The search coil responds to metal by in- 
ducing eddy currents in the metal masses 
by virtue of its magnetic field. Unless pro- 
tected by adequate and proper shielding, it 
will also react capacitively to both mag- 
netic and non-magnetic metals. Since this 
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TOP VIEW 


PIECES OF 1/4" CURVED PLYWOOD STRIPS 
FROM CENTRAL DISCS TO HELP PRESERVE 
SANOWICH SPACING (2 STRIPS) 


TIGHT FIT 
ING" 
HOLES 


\" DIAMETER DOWELS 21/2" LONG, 
GLUED TO HOLO RINGS 1/4” APART 


SIOE ViEw 


END 


CENTER TaP 


PLywO00p strip 


GROUND BUS SOLDERED 
TO ALL INSIDE TURNS 


is highly undesirable, a shield must be built 
Which permits the movement of magnetic 
lines of force without permitting capaci- 
tive coupling. Such a shield is called a 
Faraday shield; it must have no closed 
loops or current paths in which eddy cur- 
rents can flow. Neither metal foil nor cop- 
per screening is satisfactory because these 
are full of closed loops which cause serious 
magnetic field losses, reducing the penetra- 
tion of the ficld so that the device becomes 
insensitive. 

To construct the Faraday shield, #22 
bare copper wire (not enameled) is wound 
around and around the rim of the sand- 
wich in toroid fashion, with about %-inch 
spacing between turns. The radial lines 
mentioned earlier assist the builder in 
keeping the winding neat and uniform. The 
toroid winding starts from one side of the 
one-inch round stock projection where the 
search coil wires emerge and continues 
around, finishing on the other side of the 
same projection. This leaves a one-inch 
gap in the large circumference of the 
toroid, avoiding a closed loop. 

A piece of #22 bare wire is now soldered 
all around the inside rim to each turn of 
the shield; good contact must be estab- 
lished between the shorting bus and each 
turn. Again, the bus leaves a one-inch gap 
near the same projection. A four- or five- 
inch length of the same bus wire should be 
brought up through the center small hole 
which already carries the center-tap of the 
search coil. 

The entire assembly should now be given 
at least three coats of shellac or varnish. 
This coating must prevent water absorp- 
tion and also hold the turns of the Faraday 
shield in place when the individual turns 
are cut open in the next step. Allow the 
coating to dry thoroughly. 

Since there are still closed loops formed 
by individual toroid turns, a sharp pair of 
shears or cutters is now used to open each 
individual turn around the outer rim. As 
each turn is cut, its ends are pressed in- 
side the sandwich groove to prevent con- 
tact between them after the frame is taped. 
Taping may be accomplished with paper 
masking tape, which requires a coat of 
shellac after finishing, or with waterproof 
cloth or plastic tape, which do not require 
shellac protection. 


Construction details of the loop. Top draw- 
ings show top and side views of wood. 
en frame. Center drawing indicates how 
windings are placed on the frame, and 
bottom sketches give detailed information 
on the construction of the Faraday shield. 
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Completing the Search Coil Frame 


The frame is given added rigidity and a 
socket for the holding pole by means of the 
%,"x2"x20”" crossbar. The crossbar is 
pegged in place by wood doweling, 34” in 
diameter, by drilling %” holes downward 
in the vertical projections to a depth of 
about one inch and gluing the crossbar in 
place. A one-inch hole is cut in the center 
of the crossbar to receive the end of the 
holding pole: The latter is also pegged in 
place by means of a %” wood key, which is 
removable to permit disassembly of the 
unit for transportation. A three-terminal 
Jones strip is then screwed to the cross- 
bar; the coil terminals and center-tap are 
then secured to the Jones strip. The Fara- 
day shield connection goes to the same 
Jones screw as the center-tap of the search 
coil. 


Construction of the Electronic Detector 


The two oscillators are built as shown in 
the photos, the schematic diagram, and the 
pictorial wiring diagram. Although the 
layout illustrated is good, the builder may 
make any alterations he pleases, as long as 
he observes these precautions: 

(1) The shielding between oscillators 
must be excellent. Note that all tubes and 
the fixed oscillator coil are completely 
shielded and that the tuning capacitor and 
oscillator coil of the 1R5 oscillator are 
above the chassis while the tuning capaci- 
tor for the search oscillator is below the 
chassis. The oscillator coil for the search 
section is completely outside the box, of 
course! 

(2) All parts must be mounted super- 
rigidly with short leads used throughout to 
prevent vibration while the cabinet is being 
carried. Even the r.f. choke is supported 
instead of being secured only by its pig- 
tails. Resistors and capacitors belonging to 
one oscillator should be kept as far as pos- 
sible from components of the other oscil- 
lator, with their major axes at right angles. 
The battery leads are not critical but the 
batteries must be held firmly in place to 
prevent their motion during transportation. 
In the author’s model, a simple aluminum 
bracket, bent to fit, is pressed against the 
batteries on one side and the side-wall of 
the cabinet on the other. This is shown in 
the photo with the back cover removed. 

(3) Connection between the search coil 
and the detector cabinet must be made 
with low-capacity shielded twin-lead or 
shielded Twinax. Unless well-grounded 
shielded twin-conductor cable is used, body 
capacitance and stray capacitance acting 
on the connecting cable will produce. in- 
stability. Connection between the cable 
and the detector cabinet is made through 
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Completely assembled loop, ready for oper- 


ation. Note terminal strip for connecting 
the shielded ‘‘Twinax’ cable, the other 
end of which connects to a 3-prong plug. 


a shielded, three-terminal microphone con- 
nector. 

A U.S. Army surplus web strap was cut 
to size and end-finished by means of thin 
sheet metal bent around the cut end and 
peened in place. The strap frees both hands 
for handling the carrying pole, yet keeps 
the tuning dial within convenient reach of 
the operator for the occasional readjust- 
ments that may be required. 


Testing the Complete Metal Locator 


Before connecting the batteries, check the 
connecting wires for short circuits with an 
ohmmeter; even a short circuit of brief 
duration is enough to ruin the batteries— 
so be careful! 

Connect the batteries; set the main tun- 
ning capacitor at a little less than full 
capacitance; turn the switch on and slowly 
rotate the screwdriver-tuned variable ca- 
pacitor from full capacitance outward un- 
til a loud whistle is heard. While doing 
this, many whistles of varying intensity 
will be heard due to various combinations 
of harmonies of the two oscillators. These 
are to be disregarded; the beat note be- 
tween the fundamental frequencies of the 
two oscillators is three or four times as 
loud as the others. Leave the semi-vari- 
able capacitor at that setting and readjust 
the main tuning dial for a loud whistle of 
low frequency. As this adjustment brings 
the heterodyne closer to zero-beat, the 
oscillators will lock in with each other and 
the whistle will disappear. Now bring a 
relatively large mass of any kind of metal 
into the vicinity of the search coil; the 
beat note should immediately reappear, be- 
coming shriller as the metal approaches 
closer. When the locator follows this pat- 
tern, it is ready to be installed permanent- 
ly in its cabinet. 
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Top (left) and bottom (above) views of 
chassis, showing location of components. 


If beat notes are not heard, the trouble 
must first be localized to one of the two 
oscillators or to the audio amplifier. Com- 
mon trouble spots are weak batteries, in- 
correct connections, poorly soldered joints, 
defective components, or components of 
wrong value. These possibilities should be 
investigated first. 

Oscillators in good working order gen- 
erate a bias voltage that is easily measur- 
able. Using a vacuum-tube voltmeter or a 
regular voltmeter having a sensitivity of at 
least 20,000 ohms per volt, measure the 
voltage on the grid pins of the 1T4 and the 
1R5 with respect to chassis. (Pin #6 on 
the 1T4, pin #4 on the 1R5.) A negative 
potential of 3 volts or more indicates prop- 
er operation. If the measurement does dis- 
close an inoperative oscillator, check each 
part and its connection until the trouble is 
located. 

With both oscillators performing as they 
should, the only other source of possible 
malfunction is the audio amplifier stage 
and its associated components. Touching 
the tip of a screwdriver to the control grid 
pin of the 1U4 (pin #6) should produce a 
click or thump in the headphones. If it 
does not, look for trouble between the 
plate of the 1R5 and the remainder of the 
‘audio circuit up to and including the head- 
phones, using voltage and resistance meas- 
urements. Remember that the headphone 
jack must be insulated from the panel, 
otherwise the “B” battery will be short- 
circuited. The B-+ to B— check suggested 
in the first paragraph under “Testing the 
‘Complete Metal Locator” would have re- 
_vealed such a short circuit—if it exists— 
‘provided that the circuit has been connect- 
'ed as shown in the pictorial diagram and 
‘schematic. The author assured good in- 
sulation here by drilling a %” hole for the 
headphone jack sleeve and using large 
“shoulder washers on ‘each side of the hole. 


% 
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Adjusting and Using the Metal Locator 


There are two alternative methods of 
using the locator; one is more sensitive 
than the other, but is less convenient and 
requires more careful adjustment. 

1. High Sensitivity Method—Strap the 
locator cabinet to your shoulder and con- 
nect the headphones and search assembly. 
The main tuning dial should be within 
easy reach of your left hand. Hold the 
search coil a few inches from the ground 
and adjust the tuning until you hear a low- 
pitched fundamental (loud) beat note, 
about 30 cycles per second or so. Move 
forward slowly as you sweep the search 
coil from side to side parallel to the ground. 
An approach to metal will be indicated by 
a sharp rise in pitch of the tone. The dis- 
advantage is that the sound is audible at 
all times and may become annoying. 

2. Medium Sensitivity Method—Adjust 
the tuning very carefully, starting with 
maximum capacitance of the main variable 
capacitor, until the oscillators just barely 
lock in. This will be shown by a complete 
cessation of the beat note. The note will 
reappear abruptly when metal is ap- 
proached, so that one may operate in com- 
plete silence until the metal mass an- 
nounces itself. 

Sensitivity is somewhat lower for this 
method than for method 1, because there 
must be a larger change in inductance of 
the search coil to produce an audible indi- 
cation. This is because the two oscillators 
are “locked” together, and tend to remain 
locked until an appreciable change in in- 
ductance takes place. In method 1, the os- 
cillators are not locked, and any minute 
change in inductance of the search coil will 
result in a change in pitch of the audible 
beat note. The ear is quite sensitive to 
small changes in pitch, so method 1 results 
in a detector of high sensitivity. 
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Penetration 


The depth to which the locator pene- 
trates depends upon three factors: (1) the 
mass of the metal, (2) the kind of metal— 
purity, conductivity, ete., and (3) the con- 
dition of, the soil. To provide the reader 
with some idea of what might be expected 
of the instrument, the author performed 
the following experiments: 

(a) Dry soil, galvanized iron trash can 
cover, buried approximately 3% fect un- 
derground, was easily detected. 

(b) Dry soil, same locatien, an aluminum 
snow shovel measuring about 15” x 18” was 
detected at a depth of about 3 feet. 

(c) An 8” roll of copper wire, weight 
about 1% Ib. was located without diffi- 
culty at a depth of 3 feet. 

(d) Wet soil reduces penetration by 
about 10% for objects above. 

(e) Steel reinforcing rods were easily 
located in a 12” concrete retaining wall 
and exact spacing accurately determined. 

(f) BX cables in plaster and plaster 
board walls were located precisely. 

(g) A 275-gallon steel oil tank was “lo- 
cated” at a distance of 6 feet through the 
foundation wall of a building. 


(h) A buried sewer “cleanout” cover 


Over-all view of the compiete unit with 
shculder carrying strap (below) and rear 
view with cover removed (right), indi- 
cating how batteries are held in place. 
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was found at once although it was covered 
by a thick layer of concrete topped by 
about 5 inches of wet soil. 


How It Works 


The two oscillators aperate at frequen- 
cics around 2 me. When their frequencies 
are within 10,000 cycles of each other, a 
high pitched beat note is heard as a result 
of the mixing in the 1R5 converter tube; 
the 1U4 audio amplifier intensifies the beat 
note so that it is sufficiently loud to be 
heard even in noisy locations. Assuming 
that the oscillators are adjusted to pro- 
duce a beat frequency af 300 to 500 cycles 
per second, an approach to metal with the 
search coil causes the induction of eddy 
eurrents in the metal mass. According to 
a well-known electrical law (Lenz’s Law), 
the magnetic field generated by these eddy 
eurrents in the metal opposes the field of 
the search coil. This is reflected back to 


the search coil as an effect which reduces 
its inductance. Since the search coil is the 
tank inductance of one of the oscillators, 
any change in its inductance Causes a pro- 
portional change in the frequency of oscil- 
lation; this, in turn, changes the pitch of 
ithe beat note sharply. 
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ALUMINUM SUPERSTRUCTURE 
(FLAT BLACK PAINT) 


2050 THYRATRON 


LENS (iOcm. f.1.) 


SENSITIVITY CONTROL 


ON-OFF TOGGLE SWITCH 


dines PHOTOTUBE RELAY 


BY RECESSING THE TUBE SOCKETS in a 
standard 5”x7” chassis and building a 
small aluminum superstructure to shield 
the phototube and support the lens, a very 
pleasing, trim appearance was achieved in 
this phototube relay without adding to its 
cost. Incorporated in its design are other 
features which assure excellent sensitivity 
to small changes in light, almost complete 
immunity to excitation from extraneous 
light sources, insignificant operating power, 
and so little heat generation that it may 
be used in tight, unventilated spots. 

The circuit is set up to trigger a relay 
when the light beam is interrupted. This 
kind of response is well suited for use in 
burglar alarms, doorway annunciators, 
counter activators, or any other device 
where a reaction is desired when some- 
thing or somebody blocks the energizing 
light beam. The unit is equipped with a 
built-in a.c. power receptacle to provide 
117 volts a.c. when the relay is activated. 
Thus, any indicator such as a lamp, a bell, 
or a motor designed for use at the line 
voltage may be plugged into the receptacle 
directly for photoelectric control. 

A 2050 thyratron is used as the trigger 
tube. Designed specifically for relay appli- 


cation, this inexpensive gas-filled tetrode 
makes for fast, positive pull-in action. The 
thyratron draws no current at all through 
the relay when its control grid voltage is 
negative enough to prevent ionization; in 
this state the device is inactive except for 
the small heater current in the thyratron. 
But when the light beam is interrupted, 
the change in phototube current re- 
duces the bias to the point where the thy- 
ratron fires. As the firing action is very 
sudden, the plate current rises from zero 
to its maximum figure almost instanta- 
neously, resulting in the elimination of re- 
lay “chatter.” This “all-or-nothing” be- 
havior of the thyratron makes it ideal in 
photoelectric applications. 

The phototube used in this unit is an 868 
gas-filled type. Its sensitivity to small 
changes in light intensity permits the use 
of less powerful light sources than would 
be required with a vacuum phototube. 
Proper precautions have been taken to 
prevent the application of too much volt- 
age to the phototube elements—precau- 
tions especially necessary with gas-filled 
types. 

An inexpensive magnifying lens intensi- 
fies the beam falling on the sensitive photo- 
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Solve your light-operated relay 
problems with this inexpensive 
easily constructed unit. Details 


on a light source are included. 


2050 THYRATRON 


—a——- 868 PHOTOTUBE 


cathode. It helps improve the sensitivity 
of the relay and assists in the rejection of 
undesired light from sources other than 
the energizing one. The lens used in the 
author’s model has a focal length of 10 cm. 
(approximately 4 inches). The _ photo- 
cathode should be placed so that it is about 
75 per cent of the focal length away from 
the lens—in this case a distance of ap- 
proximately 3 inches. If a lens of a 
different focal length is used, plan to 
mount the phototube so that this relation- 
ship still applies. For instance, if the lens 
has a focal length of, say, 3 inches, the 
phototube should be placed so that its 
cathode is approximately 2% inches behind 
the Jens (.75 X 3 = 2.25). To find the focal 
length of an unknown lens, measure the 
distance between a sheet of white paper 
and the lens when a sharp image of a 
distant building is formed en the paper. 


Construction 


Try to follow the layout shown in the 
photographs as closely as possible. The 
lengths of the wire connections are not 
critical, but short leads make for a neater 
over-all job. Resistors and capacitors 
should never be made “self-supporting” by 
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joining their pigtails in mid-air; always 
plan for terminal strips on which small 
parts may be mounted to lend rigidity to 


the assembly. Note that the 8 wfd. elec- 
trolytic capacitor is held in place by wiring 
it to the relay solder lugs, while the re- 
sistors terminate at terminal strips, active 
tube pins, or inactive tube pins as the case 
may be. The practice of using inactive 
lugs on tube sockets as tie-points—such as 
lugs #1 and #3 on the phototube socket— 
is highly recommended. 

After the wiring is finished, check it vis- 
ually by tracing it against the schematic 
diagram to make sure there are no errors. 
Leave the lens superstructure off for the 
moment, and plug the relay into the 117- 
volt a.c. line with the “on-off” switch in 
the “off” position. Set a bright light (a 
100-watt lamp will do nicely) about four 
feet from the phototube, rotate the sensi- 
tivity control fully counter-clockwise, and 
move the switch to the “on” position. Allow 
the unit to heat for about one minute, then 
rotate the sensitivity control clockwise 
slowly until the relay click is heard, now 
back the sensitivity control off in a coun- 
ter-clockwise direction until the relay 
clicks onec again. The phototube relay is 
now ready to operate. Interruption of the 
light beam will cause the relay to op- 
erate, and any 117-volt device plugged into 
the ac. receptacle at the rear of the 
chassis will be subject to photoelectric 
control. 

For commercial annunciator or burglar 
alarm applications, a small light source is 
necessary to supply a more-or-less parallel 
beam for energizing the phototube. A suit- 
able arrangement is shown in the accom- 
panying drawing; it involves the use of a 
30 candle-power automobile headlight lamp 
available at any auto supply store, a 6.3- 
volt step-down transformer having a sec- 
ondary rated at a minimum of 2 amperes, 
and a magnifying lens of the same type as 
used in the phototube superstructure. The 
only mechanical requirements to be met in 
building such a light source are that the 
lens be movable to permit accurate focus- 
ing and that sufficient ventilation be pro- 
vided so that overheating does not occur. 
The author has constructed several such 
light sources in which the case is made of 
plywood and the headlight lamp socket 
slides between a pair of wooden rails. Once 
the position of the lamp is adjusted with 
respect +o the lens, it need never be 
touched again, so elaborate focusing ar- 
rangements are unnecessary. 


Troubleshooting 


The straightforward circuit used in this 
unit has so few parts that it is difficult to 
imagine anything going wrong with it if it. 
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Underchassis view of the control box of the thyratron phototube 
relay showing the actual placement of parts and wiring details. 


SENSITIVITY 
CONTROL 


Schematic of the phototube relay. 


Betails on a suitable light source. 


SENTING Sm PLYWOOD CASE 


30 CANOLE POWER 
AUTO LAMP 


SLIDING 
SOCKET BLOCK 


H7ME C. BASE BLOC# 


CONTROL BOX 


R1I—3900 ohm, 2 w. res. 

R2—2000 ohm, I or 2 w. carbon pot. 

R3—100G ohm, I w. carbon res. 

R4—3.9 megohm, I w. res. 

Cl—8 yufd., 450 v. electrolytic capacitor 

RLI—S000-ohm relay s.p.s.t., normally open, Pot- 
ter and Brumfield Type LMI or LSI 

SI—S.p.s.t. toggle switch, Birnbach Type 6200 

SOI—A.c. receptacle, molded-in-plate type, Am- 
phenol Type 61-MIP-61F 

T1—Filament transformer, 6.3 v., I a. secondary, 
Thordarson Type 21F08 or equivalent 

VI—2050 tube (thyratron) 

V2—868 tube (phototube) 

1—5” x 7” black crackle finish steel chassis, Bud 
Type CB-628 

2—Socket shells, Amphenol Type 23-I1S 

1—Octal socket, Amphenol Type 78-S8 

I—4 prong socket, Amphenol Type 78-S4 

I—4 terminal soldering lug strip 

I—Line cord and plug 

Sheet metal for lens holder and phototube hocd 
(’superstructure’’) 

Screws, nuts, wire, and solder 


LIGHT SOURCE 


I—Line cord and plug 

I—Filament transformer, 6.3 v., 2 a, secondary 
(Merit Type P-2945 or equivalent) 

I—30 candle power auto lamp 

I—Sjingle-contact bayonet base socket 

I—Convex lens, focal length from 5 to 10 cm. 

Plywood for case and wood for base block, track, 
and sliding socket block (see drawing) 

Screws, nuts, wire, solder, hardware for assem- 
bling wooden parts 


Total cost of parts, approx. $17.50. 
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is correctly wired. Assuming that the cir- 
cuit has been carefully checked after wiring 
and that all leads terminate at the proper 
tube pins and tie-points without open or 
short circuits, certain defects in the com- 
ponents may cause the kinds of troubles 
listed below. The only instrument required 
for testing is a vacuum-tube voltmeter 
having an ohms range or a high-input re- 
sistance multitester. 

Relay fails to pull in at any setting of 
R2—Make certain the thyratron heater is 
glowing; remove the photatube from its 
socket and if the relay clicks down now, it 
is an indication that too much light is 
reaching the phototube when it is in place. 
If the relay still does not operate, look for: 

1. A defective thyratron 

2. A defective relay 

3. R3 open 

Relay fails to open at any setting of R8— 
This is generally an indication of insuffi- 
cient negative bias on the control grid (pin 
#5) of the thyratron. It may be due to 
one or more of the following causes: 

. Defective phototube 

. Defective thyratron 

. Insufficient light on the phototube 

. Ri open 

. Cathode of the thyratron shorted to 
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the lower a.c. leg of the line (as shown on 
schematic diagram) 

Relay chutters—This is an indication of: 

1. Defective capacitor Ci (open) 

2. Capacitor C1 incorrectly polarized 
(plus and minus connections reversed) 

Relay operates properly but no “0c. is 
available at receptacle—This trouble is 
easily localized. Either the relay contacts 
are not coming together, because of de- 
formation of armature or fixed contact 
arm, or the contacts are badly oxidized. 
Oxidation may be removed by using fine 
sandpaper (not emery paper or cloth). 

Thyratron heater does not light—Check 
the line cord for continuity, then make sure 
that line voltage appears on the transform- 
er side of the switch Si. If the switch 
works, the trouble then lies in: 

1. Defective thyratron 

2. Defective 6.3 volt step-down trans- 
former 

One final precaution: Gas-filled photo- 
tubes are very sensitive to extremes of 
light. Be sure to keep direct sunlight away 
from the phototube and, when artificial 
light is used, don’t use too strong a source. 
A 100-watt lamp about four feet away is 
just about the most powerful light that 
should be used. 


Pictorial diagram of the control box. Relay energizes external 
circuit when light shining on the phototube is interrupted. 
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with this, RAIN ALARM. 


DOoES THE LADY OF the house have to keep 
an eye open for clouds whenever she hangs 
out the laundry? When there’s a heavy 
storm, is it necessary to keep checking the 
basement for possible water leaks? Has 
anyone ever turned on the sprinkler to 
water the lawn, lain down for a short nap, 
then awakened to find that a storm had 
come up and water was being wasted on 
a lawa already soaking from a torrential 
downpour? Has anyone ever left the top 
down on a convertible in the evening, had 
showers during the night, and had to drive 
to work in a wet car? 

If the answer to any of these questions 
is “yes,” or if rain, moisture condensation 
or water leaks are likely to introduce 
problems in a personal or business life, 
then here’s a handy little gadget that will 
help reduce future worries—a novel “rain 
alarm” so sensitive that the slight moisture 
condensing from one’s breath on its sensor 
plate is enough to operate it. 

Yet with all its amazing sensitivity, the 
rain alarm uses a very simple circuit re- 
quiring but a single vacuum tube. It is 
quite easy to assemble and a cinch to use. 
An experimenter or home builder of aver- 
age skill should have no difficulty assem- 
bling and wiring his own unit in one or 
two evenings or on a weekend. 


Assembling the Rain Alarm 


Beeause of the simple circuit employed, 
relatively few inexpensive, readily avail- 
able components are required, and these 
are all specified in the parts list. Chances 
are all of the parts will not be found at a 
radia parts distributor, however. It may 
be necessary to pick up the buzzer, lamp 


58 


By EUGENE RICHARDSON 


socket and bulb, and one or two other 
items at a local hardware store. 

The complete rain alarm consists of two 
independent units — the ‘Control Box,” 
which includes the electronic circuits as 
well as the alarm signaling devices, and 
the “Sensor Plate’ which detects the pres- 
ence of moisture. A length of twin con- 
ductor lamp cord is used to connect the 
two units. 

The Control Box: The complete elec- 
tronic circuit shown in the schematic dia- 
gram is assembled in the control box. 
Wiring and layout are not critical and lead 
dress is not too important. However, a few 
construction hints should be of help in 
avoiding errors and in making sure that the 
unit works the first time it is turned on, 

A single piece of sheet metal measuring 
approximately 342” x 54” is bent to form 
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the chassis. Either steel or aluminum may 
be used, but aluminum is easier to machine 
and to bend. If steel is used, it will be 
necessary to give it a protective coating of 
some sort to prevent rust. Enamel, plas- 
tic, or a plating (such as cadmium or cop- 
per plating} may be employed. 

The model shown is housed in a commer- 


cially available aluminum box, finished 
with an attractive gray hammer-tone 


Fig. 1. Schematic diagram and parts list of control 


CONTROL UNIT 

R1I—22 meqohms, 2 w. carbon res. 

R2—10 meagohms, 1/2 w. carbon res. 

R3—2000 ohm wirewound pot. 

R4—s8800 ohm, I w. carbon res. 

C1I—20 pfd., 150 v. tubular elec. capacitor 

BPI, BP2—Binding post terminals 

RLI—S.p.d... plate relay. 5000 okm coil (Potter and 
Brumfield Type LBS or LM5) 

PL1—-Polarized line plug (see text} 

SI—S.p.s.t. toggle switch 

SO1—Stanaard lamp socket, wita switch 

VI—/17L7/M7GT tube 

BUZZER—6 v. a.c.-d.c. buzzer «Edwards No. 725 
“Dixie’’ Buzzer) 

LAMP—Standard 115 v., 100 w. lamp 

I—-Metal cabinet, 3’x4’x5" (Bud 
CU 2108) 


“Minibox” 


June, 1955 


Y 


Over-all view of the control unit 
with the sensor plate attached. 


Z 


enamel. Of course, the case may be re- 
painted to suit a particular color scheme 
if desired. Over-all dimensions are only 
3”x4"x5". Rubber grommets, mounted 
in half-inch holes in the bottom of the 
case, serve as inexpensive rubber feet. 

If preferable, a home-made case can be 
bent from sheet metal stock, or a wooden 
or plastic case may be used in place of a 
metal housing. However, regardless of the 
case employed, be sure to allow a reason- 
able amount of working space, make cer- 
tain the vacuum tube is not too close to 
material likely to be damaged by heat, and 
provide adequate ventilation. In the model, 
ventilation is provided by a series of %” 
holes drilled in the back cover, together 
with a pattern of 4” holes in the top. 
These two sets of vent holes act together 
to provide a sort of ‘‘chimney”’ effect which 
gives efficient cooling. 


unit and sensor plate. 


1—Sheet of aluminum, approx. 3/9" x 51/4” x 1/18". 
for chassis 

J—Octal socket 

I—Line cord 

1—2-lug terminal strip 

6—-'2” rubber grommets 

Misc.—Screws, nuts, wire, solder 


SENSOR PLATE 

2—Metal pet combs (Obtain from pet shop or hard- 
ware store—see text) 

4—4-36 x 1/4" flat-head machine screws 

I—piece of Bakelite, fiberboard, or plastic, #2" x 
24’ x Val? 

Misc.—Short length of lamp cord, solder, eleciricai 
tape 


Total cost of parts, approx. $17.50 
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Rear view of control unit with cover 
removed, Note the subchassis on which 
the tube and relay are mounted. Holes 
in back and top are for ventilation. 


The lamp socket, SO1, and the buzzer 
are mounted on the top of the case. Be 
sure to obtain a lamp socket with a built- 
in switch so that the alarm can be turned 
“off”? when desired. 

Wire as much of the chassis as possible 
before mounting it in the case. The par- 
tially wired chassis is shown on page 61 
and major components are identified. 

NOTE ON GROUND CONNECTION: 
One side of the power line connects to 
circuit “ground.” This ground connection 
may be to the chassis and case, provided 
a polarized line plug is used, so that the 
chassis is always at ground potential. As 
one side of the power line is connected to 
earth ground in all installations following 
standard UL code, all standard outlets are 
“polarized’”’ to receive a special plug in 
only one way, but they will receive regular 
plugs in two ways. Where one side of the 
power line is connected to the chassis of a 
piece of equipment, and a regular plug is 
used, it is possible to make the chassis 
“hot” with full line voltage (with respect 
to earth ground) if the plug is inserted in 
a certain way in the wall receptacle. This 
might result in a severe shock. In a po- 
larized plug, one of which is used in this 
model, one prong is wider than the other, 
with the widest prong connected to the 
“ground” side of the line. It can be in- 
serted in a wall socket in only one way. 

If a polarized plug is not available, and 
cannot be obtained, one can be made out of 
a standard plug by soldering a small piece 
of wire around the outer edge of one prong 
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to increase its width. A paper clip will fur- 
nish a preformed wire for this purpose. 
Remember that the widest prong is the 
ground connection. Under no circum- 
stances make a power line connection di- 
rectly to the chassis of the rain alarm 
(or any other piece of electronic equip- 
ment) unless a properly connected polar- 
ized line plug is employed. To do otherwise 
is to invite disaster. 

When the wiring is completed and 
double checked for errors, the tube and the 
100 w. lamp bulb can be installed. Turn the 
lamp switch “off,” the power switch “off,” 
and the sensitivity control R3 to its maxi- 
mum resistance position. Plug the unit 
into a wall outlet, then throw the power 
switch “on” and allow a minute or two 
for warm-up. Listen for the relay to pull 
in (there’ll be a distinct ‘“‘click’). If the 
relay doesn’t pull in after a reasonable 
warm-up period, gradually turn R3 to a 
lower resistance position. The relay should 
pull in before the half-way point of control 
rotation. The point at which the relay 
pulls in is the ‘‘normal” setting for the 
sensitivity control. Greater or less sensi- 
tivity may be obtained by adjusting to 
either side of this point. 

After setting the sensitivity control, 
check the operation of the control box by 
connecting a 1 megohm resistor (any 
wattage value) across its ‘‘control” termi- 
nals (binding posts BPi and BP2, Fig. 1). 
With the resistor in place, the relay should 
drop out; when the resistor is removed, 
the relay should pull in again. If the relay 
drops out, but doesn’t pull in again when 
the resistor is removed, readjust R3 toa 
lower resistance setting. 

Finally, with the test resistor removed, 
and R3 adjusted so that the relay has 
pulled in, close the switch on the lamp 
socket (SO1). The lamp should remain 
dark and the buzzer silent. If the lamp 
lights and the buzzer sounds, connection 
has been made to the ‘‘NO” terminals in- 
stead of the “NC” terminals (Fig. 1). 
Next, check over-all operation by recon- 
necting the test resistor across the control 
terminals . . immediately, the lamp 
should light and the buzzer should sound. 

The Sensor Plate: Two equally good 
methods may be used for making the 
sensor plate. The model shown in the 
photograph was assembled from two pet 
combs and a small piece of plastic mate- 
rial. In assembling a similar unit, obtain 
two all-metal pet combs and remove the 
handles and shafts. Drill and tap two 
small holes in the back of each comb, then 
mount the two combs on a piece of Bake- 
lite, fiber, lucite, or similar plastic. The 
teeth of the two combs should be inter- 
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leaved, but not touching. Each comb serves 
as a separate electrode and is connected 
to one of the “control” binding posts on 
the control box. Ordinary twin conductor 
line cord is satisfactory for connecting the 
two units together. 

A lower cost sensor plate may be made 
by cementing a piece of aluminum foil to 
a piece of plastic, then cutting a narrow 
strip out in such a way that the foil is 
Givided into two electrodes, each of which 
has a maximum area exposed in close 
proximity to the other, but without actual 
contact made at any point. 


How It Works 


The 117L7 tube used in the rain alarm 
is a multi-purpose tube and is equivalent 


Senscr plate assembly. Two metal combs 
were used to make the unit il usirated, but 
other techniques are described in the text. 
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{Left} Subchassis viewed 
from underneath with the 
majority of components in 
place. (Below) Plug with 
wire soldered to one prong, 
forming a polarized plug. 


to two separate vacuum tubes in a single 
envelope. One section is a beam power 
amplifier, the other section a half-wave 
rectifier. In the rain alarm, the beam 
power amplifier section is triode-connected 
(screen grid connected to plate) and is 
used as a control tube. The rectifier sec- 
tion supplies a d.c. operating voltage for 
the control section. Ci serves as a filter 
capacitor; no filter choke or filter resistor 
is needed. 

In operation, cathode resistor R3 to- 
gether with bleeder resistor R4 develop a 
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high bias voltage that would normally 
prevent the control tube from drawing 
sufficient plate current to close the relay 
RL1. This high bias is just balanced out 
by a positive voltage applied to the grid of 
the tube by voltage divider network R1-R2, 
however, and sufficient plate current flows 
to clase the relay. 

But the voltage divider network is made 
up of very high resistances, and any ex- 
ternal resistance connected across grid re- 
sistance R2 will drop the positive grid 
voltaze sufficiently to allow the cathode 
bias to reassert its effect, reducing plate 
current and allowing the relay to drop out. 
Since the sensor plate is connected directly 
across R2, any moisture on the plate which 
reduces the resistance between the two 
electrodes acts effectively like an external 
resistor shunted across R2. 

The setting of cathode resistor R3 de- 
termines the initial bias and hence the 
relative sensitivity of the circuit. Sensi- 
tivity is such that a resistance of 10 
megohms or less connected across its con- 
trol terminals will initiate operation of the 
device. 

When the relay drops out, voltage is 
applied to a series circuit consisting of a 
100 w. lamp bulb and a six volt buzzer. 
Both the lamp and buzzer operate. The 
lamp actually takes the place of a large 
wattage resistor and acts to drop the line 


voltage to the proper value for buzzer op- 
eration while, at the same time, providing 
an “alarm” signal of its own. 

Using the Rain Alarm: The control box 
is generally placed in the home at some 
location where its buzzer may be heard 
easily or where its light may be seen. The 
sensor plate is then placed outside where 
the first drop of rain is likely to strike it. 
Ordinary line cord is used for connecting 
the two units. The length to be used will 
be determined by the quality of the insu- 
lation on the line cord. Since this varies 
so much with different types of cord, it is 
best to determine maximum length experi- 
mentally. 

Circuit Modifications: The basic circuit, 
as described and shown, is designed both 
to sound an audible alarm and to light a 
visual alarm whenever a drop of moisture 
accumulates on the sensor plate. Some 
experimenters may wish to make modifica- 
tions in the basic circuit to meet their own 
specialized needs. One modification would 
be to use the relay contacts to supply 
power to a motor, closing windows instead 
of sounding an alarm. Another application 
might be to replace the sensor plate with 
a pair of prongs mounted in a tank, using 
the rain alarm as a “floatless” level con- 
trol. There is virtually no limit to the 
possible applications of the basic circuit. 


Pictorial diagram of the control unif of the rain alarm. 
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WELL, THE 15TH ANNUAL CONVENTION and 
Trade Show of the Model Industry Asso- 


ciation has come and gone (February 
18-22, Grand Rapids, Mich.), and frankly, 
we're disappointed. We’re still waiting for 
someone to come out with a good. reliable 
line of transistorized R/C equipment for 
the modeler. 

Much as some people in the electronics 
“know” have been belittling the impor- 
tance of transistors and emphasizing their 
limitations, we are impressed with the 
speed with which they are being applied to 
more and more uses in various fields. And 
now, we have received a bulletin from a 
transistor manufacturer announcing that 
they are available for as little as $1.50 
each, to manufacturers of electronic equip- 
ment. Why haven’t R/C equipment manu- 
facturers picked up the ball and produced 
transistorized equipment? Think of the 
saving in space and weight that would 
come with the elimination of the bulky 
“B” battery for the receiver. And think of 
the increased reliability that will result 
when battery voltage is no longer critical! 

The increasing use of printed wiring for 
R/C equipment is an encouraging sign. 
We're sure that transistors will be along 
soon also, And you can be sure that we 
will give you an article on build-it-yourself 
transistorized equipment as soon as we can. 

Pine 

Now To GET OFF our transistor soapbox 
and to show you what can be done to make 
boat modeling more realistic and colorful, 
we are reproducing here a photo of a 21- 
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inch scale model of an actual river boat, 
name and all, built by Jim Cubbage of 
Hampton, Va. In Jim’s own words, “The 
prototype’s main duty is pushing coal 
barges to and from the steel mills at Pitts- 
burgh, Pa.” Jim has designed a remark- 
ably flexible pulse control system for the 
boat giving proportional rudder control as 
well as high and low speed in forward and 
reverse. We are going to bring you a com- 
plete construction article on this control 
system in a future issue. It will be suit- 
able for application to any of the commer- 
cial boat models. 


<> 

For you R/C FLYING FANS out Kansas 
way, there is a newly organized club—the 
KC/RCA (Kansas City Radio Control As- 
sociation)—that has about 40 members and 
will welcome more. The club holds two 
meetings a month, with one of them either 
a boating or flying session. Among the 
members is Paul Runge of Ace Radio Con- 
trol, and a couple of other experts who 
regularly report on things to come in R/C 
and provide helpful hints on all aspects of 
the field. 

The club welcomes all comers to their 
flying session—you don’t have to be a 
member to walk off with one of the prizes. 
The goal of the group is “to get radio con- 
trol under control, which makes for better 
flying and better times for all.” 

Contact Dan Walters, President, at 716 
Linwood St., Kansas City, Mo., if you’re 
interested. 


pe 

TALKING ABOUT FLYING MEETS brings us 
to our monthly roundup of R/C meets 
scheduled for June. At this writing there 
are only two, June 4 and 5 at Goodland, 
Kan., and June 12 at Ft. Wayne, Ind. 

The Goodland meet is a Class AA (un- 
restricted entry) event sponsored by the 
Northwest Kansas Gashoppers and_in- 
cludes R/C. Kenneth Armstrong of Good- 
Jand, Kan., is Contest Director. 

The Mad Modelers of Ft. Wayne are 
sponsoring the Class AA meet on June 12: 
For additional information, contact Walter 
A. Krull at 414 E. Washington, Ft. Wayne 
2. Ind: 

———>—___——- 

PaGING ALL WOULD-BE or would-like-to-be 
inventors! PopuLAR ELECTRONICS would like 
to have your ideas on what you would like 
to see operated by radio control around 
the home. We are preparing some articles 
now for future publication on radio-con- 
trolled gadgets to lighten your work load. 
If you’ve long harbored any ideas on this 
subject that might appeal to our radio- 
happy gadgeteers, write in to the R/C 
Notes Editor and we'll give them our most 
serious attention. —30'- 
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An easy-to-build one-tube transmitter 
to actuate our featured R/C receivers. 


WHEN A PERSON WHO is primarily inter- 

7 ested in model work decides to enter 
: the radio-control field, he is often over- 
whelmed by the complexity of the equip- 

ment necessary to put his model into op- 

n eration. Actually, this needn’t be so, as the 
= easily carried, rugged transmitter de- 
i" scribed in this article will prove. This 
transmitter is used to contro! the flight of 

a rather large glider, and gives reliable op- 
eration for long periods of time. MWS. 

The circuit presented here is crystal- 
controlied and conforms to the require- 
ments of both the FCC and the average 
model »duilder. The power output is more 
than sufficient for line-of-sight operation, 
while the power input to the amplifier is 
well under the five-watt limit set by the 
FCC. This circuit uses a minimum of com- 
ponents. 

The transmitter is housed in a wooden 
hobby chest, simply because it was avail- 
able, and all of the components fit very 
snugly. The actual case used for the trans- 
mitter is not critical. Just be sure that 
the box is rigid enough to support the an- By 
tenna and small enough to be held com- 
fortably in one hand. MURRAY FEIGENBAUM 

Most of the components used in this cir- 
cuit are mounted on a seven-pin Vector 
socket. This type of three-dimensional cir- 
cuit building is simple, fast, and easily 
checked since all connections are in the 
open. The socket can be mounted on a 
piece of phenolic or on angle brackets and 
placed in any position desired. 

Probably the best way to build any piece 
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ot electronic equipment is to have all of 
the components available before construc- 
tion is started. This enables the builder to 
shift parts around before making any per- 
manent connections. Because it is extreme- 
ly important to keep all of the leads as 
short as possible, place the components 
close to the base of the Vector socket. 


Construction 


The first operation is to solder pin five 
of the tube socket to the metal mounting 
ring on the socket. Just bend the pin into 
position and solder. This establishes the 
metal ring as ground. For a neat job, use 
a small, pencil soldering iron for all solder 
joints. 

Study the circuit diagram carefully be- 
fore continuing. Then, cut the tank coil, 
L1, to the size given in the parts list. The 
coil is then mounted between pin two of 
the tube socket and the bottom pin of the 
Vector socket. A short jumper of number 
18 wire from the tap on the coil to pin B 
of the Vector socket completes the mount- 
ing and the electrical connections to the 
coil. 

Mount C2, C3, Ri, and R2 as shown on 
the pictorial diagram and solder. The crys- 


Inside of the transmitter showing the 
parts layout. The antenna is a side- 
mounted automobile-type, on the side. 


The open-circuit phone 
jack designated as J1 on i 
the schematic diagram, is 

shown here being used 
to hold a button-type key- 
ing switch built into a 
standard phone plug. A 
milliammeter, also shown 
attached to a phone plug. 
can be plugged into the 
jack to measure the out- 
put stage plate current. 
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nS Oe 
Detailed view of the Vector socket, show- 
ing the 27.255 me. crystal holder made from 
the terminals of a miniature tube socket. 


Schematic diagram and parts list for the transmitter. The phone jack shown in the 
photographs may be eliminated and an ordinary momentary contact type switch may 


be wired directly into the circuit instead. 


R1I—3000 ohm, 2 w. res. 
R2- 470,000 ohm, 2 w. res. 
CI—I5 pyfd., air trimmer capacitor 
C2—12 putd., mica capacitor 
C3—.005 yfd., disc ceramic capacitor 
LI—I4 t., 2" diameter air-wound, B & W Miniduc- 

tor #3003. tap 41% t. from grid end 
L2—3 t., #18 enameled wire 
BI—2—67\% v. batteries in series 
B2—2 flashlight batteries in series 
SI—S.p.s.t. toggle switch 
S2—Button-type switch, Grayhill 23-1 
JI—Open-circuit phone jack 
V1—3A4 tube 
Xtal—27.255 mc. crystal 

7-pin Vector sqcket 


June, 1955 


1S pyfa, 


NOTE: SEE TEXT 
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tal is not mounted in a regular crystal sock- 
et, since it would require too much space. 
Instead, break open a miniature socket, and 
remove two of the pins. Solder these pins 
to lugs C and D on the Vector socket. This 
makes an excellent crystal holder. Do not 
attempt to solder directly to the crystal 
pins. Use short jumper wires to complete 
the rest of the connections on the socket. 

Mount the antenna, the switches, and the 
tank capacitor, C1, onto the case. Keep the 
end mounting bolt on the antenna as close 
to the tank capacitor as possible. 

For the antenna coil, L2, ground one end 
of a length of number 18 enameled wire. 
Wrap three turns loosely around the tank 
coil, L1, and then connect the other end di- 
rectly to the end mounting bolt of the an- 
tenna. 

Screw the Vector socket firmly in place 
into the case. Place the tube in the socket, 
and complete all of the wiring in the case. 

Now is the time to check carefully all of 
the solder joints and all wiring connections 
against the schematic diagram. The build- 
er should not turn the transmitter on until 
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he has read the rest of the instructions. 

A 0-50 milliammeter is necessary for the 
tuning operation. It is placed temporarily 
across S2 while tuning. Use extremely 
short leads to connect to the meter. A con- 
venient method to use for a quick check 
on tuning is to replace S2 with a phone 
jack. Connect the meter to a phone plug, 
making sure that the polarity is correct. 
Connect the button switch to another phone 
plug. Now, the same connection can be 
used for keying and for tuning. 

Extend the antenna to its full length. 
Plug in the meter, using Just 67% volts as 
the plate supply. Turn the transmitter on 
and tune the tank capacitor, CJ, until the 
plate current dips sharply, indicating that 
the tank circuit is properly tuned. Using 
both batteries in series to give 135 volts, 
check the tuning again. The total current 
at 135 volts should be approximatcly 18 
milliamperes. It is advisable to check the 
tuning before each day’s control work. 
After tuning, replace the meter with the 
button switch. It is now ready to operate. 

—30- 


Pictorial diagram of the miniature transmitter described in this article. 
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Walter Musciano’s Higgins cabin cruiser with radio control. 


THERE WAS A TIME when the model boat 
hobbyist had to hack out his own propel- 
ler, shafts, etc., but fortunately times have 
changed. The Dumas “Chris Craft Chal- 
lenger,” for example, has over 40 metal 
parts. O & FR has a most complete hard- 
ware line. For high speed operation they 
have cast bronze propellers, made by the 
dense lost wax method, giving a closely 
moleculed prop for safe operation at speeds 
in excess of 15,000 rpm, in sizes from % to 
2 inches. O & R basic prop shaft sets exist 
for every size of engine, from Half A up 
through the Dooling and McCoy racing 
.60's. Shafts are in diameters of %, %o, 
and 54» inch. 

A. J. Fisher, 1002 Etowah Avenue, Royal 
Oak, Mich., has de luxe unfinished cast bronze 
propellers in sizes from % to 4 inches, 
both two- and three-bladed. Fisher rudder 
posts are milled to take soldered-on rud- 
ders; their stuffing boxes have packing 
glands. They make air scoops, anchors, 
brass steering wheels, rear struts, etc. 
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Sterling has propeller drive sets for Half 
A, up to .29’s and .35’s, and for electric 
drive. Berkeley has hardware for Class A 
and B engines, and for the little Half A’s. 


Simple Receivers 


The overwhelming majority of boats are 
equipped with a single channel receiver, 
mounted on foam rubber to absorb engine 
vibration. Standard simple receivers now 
on the market give a current change of as 
much as three mils, which is more than 
adequate for good relay operation. Using 
these simple receivers, the average builder 
goes in for control by rudder only, as 
does the plane builder. If he is smart, he’ll 
protect his equipment from water if there 
is a tendency to ship water while running. 
The batteries can be coated with paraffin 
and the receivers tied up in pliofilm bags 
(used for storing food in refrigerators). 

Balanced rudders are desirable. Rudders 
having the hinge line along their front 
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@ The Atwood .049 outboard motor has 


all the desirable features of a big engine. 


@ Two-cylinder inboard motor for larger 
models is built and sold by the Allyson Co. 


@) The Cameron .09 marine engine is water- 


cooled but is finned for air cooling as well. 
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edge, or too close thereto, may be slow to 
respond and under severe conditions may 
fail to turn the boat. Part of the area 
should be placed forward of the hinge 
line, but not more than 25 per cent of the 
area. 

Most of the airplane escapements often 
prove inadequate. Water loads on the rud- 
der, transferred through the linkage to the 
escapement (especially the compound va- 
riety), result in sluggish rudder action. In 
some cases, the rudder may even be forced 
back to neutral. Extra rubber and higher 
voltages are half way expedients that in- 
troduce other problems, including that of 
critical spring tension. For best results, 
boats require special escapements. 


Escapement Mechanisms 


One exceptional device is the E.D. clock- 
work escapement, manufactured in Eng- 
land, and imported by Polks. Though big 
and rugged by plane standards, its positive 
action and powerful clockwork spring make 
it a natural for boats. The enclosed spring 
will give 200 movements, the last as pow- 
erful as the first. This gives 50 rudder po- 
sitions on a four-arm wheel, and 100 on a 
two-arm or self-neutralizing wheel. The 
unit comes with both; they are readily in- 
terchangeable. The four-arm provides a 
rudder-hold position that requires no cur- 
rent while holding; the two-arm does re- 
quire current while holding. 

Cameron’s motorboat escapement has a 
four-arm action. Its ability to take six, or 
even more, strands of %-inch rubber is ex- 
traordinary. Since the four-arm types draw 
no current with rudder over, this escape- 
ment can be used with pen cell batteries, 
despite the powerful rubber. The power 


behind this escapement means that even a 
large boat can be maneuvered quickly. 
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Some builders alter the well known Bonner 
compound airplane escapement so that it 
closes contacts in its two positions, instead 
of using it to move the rudder directly. 
These contacts can be used for a left-right 
action of a motor driven servo, such as, 
again, Bonner (this servo is the same as 
the elevator trim servo that comes with 
the Babcock three-channel radio). The 
third-control contact could be for the en- 
gine or an ordinary self-neutralizing type 
can be reworked to close contacts in two 
positions for use with a servo. Servos used 
in this way give proportionate action but 
do not center automatically. The field is 
wide open for home-built actuators; va- 
rious stepping deals are most popular, al- 
though a complicated multi-control system, 
using telephone dialing ground control, is 
not exactly quick on the draw. 


Servos 


A number of servos exist, notably the 
Channel Master (Schmidt) and _ the 
DMECO’s, which come in four types. The 
DMECO’s are designed to replace escape- 
ments and provide the same “all or nothing” 
control movements, as opposed to the trim 
type of servo, but have far more “muscle” 
than airplane escapements. 

While one of the easiest ways to actuate 
a two-speed gas motor and shut-off is by 
means of the electrical contacts of the 
Bonner compound, or of the DMECO mul- 
tiservo, ingenious builders have also 
adopted the # unit from toy trains. This is 
the gadget that allows the train to stop, 
start, and reverse. Using this gadget with 
a compound actuator permits some impres- 
sive maneuvering. 

The by now familiar pulse systems that 
have been evolved for airplanes are finding 
increasing use on boats. In the simplest 


Over-all view of the 
Higgins cabin cruiser, 
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form, the pulse system uses a ground con- 
trol box (attached to the keying lead cf 
the transmitter) which is small enough to 
hold in the hand. Movements of the con- 
trol stick in this box vary the pulse length 
from no signal at one end to steady signal 
at the other. A magnetic type of actuator 
slaves to the stick, and displaces the rudder 
one way or the other in proportion to the 
movement of the stick. The actuator is 
connected to both sides of the relay and, as 
the pulsing armature either slows down or 
speeds up, it tends to remain for the great- 
er time on either the dropped-out or pulled- 
in contact, as the case may be. Similarly, 
the rudder, in following the actuator, gov- 
erned by the relay, remains for the greater 
time on one side or the other of the neu- 
tral position. 


Proportional Control 


In the boat field some wonderful propor- 
tionate actuators have been produced. Two 
notable ones are the Steering Unit, Ripmax 
Marine Accessories, and the £#.D., both 
English imported by Polks. They are simi- 
lar so the description fits either. 

A small 3-volt motor is connected by 
means of gearing or a belt to a threaded 
screw about 4 inches long. Parallel to the 
screw is a slotted metal frame. Riding on 
the threaded screw is a tapped block with 
a projecting drive pin that extends through, 
and rides along the slot. To this pin is con- 
nected the rudder linkage. The Steering 
Unit was designed for either multichannel 
or single channel use; for single channel, 
a pulse system is needed. 

For single channel use, a ground control 
box, or beep, or pulse box, is essential to 
vary the pulse lengths. The Ripmax con- 
trol box has two push buttons, a red one 
(no signal) and a green one (steady sig- 
nal). In neutral, the pulsing signal does 
not cause the motor to turn, but with 
either steady or no signal, the motor turns 
one way or the other (the polarity is re- 
versed depending on the relay contact in 
use). Pushing one button causes the boat 
to turn in one direction. Pushing the other 
button returns the control to neutral or 
other desired position, or even to hard over 
in the other direction. When neither but- 
ton is depressed, the control will remain at 
whatever position it was in. This type of 
steering does require some operational 
skill in maneuvering the boat because it 
does not return automatically to neutral. 
The pilot or captain, if you will, feeds in 
small heading corrections. Incidentally, the 
maximum effective rudder movement is 
22% degrees. 

Still another pulse deal is the Fenners 
Pike, which was used to set an airplane 
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endurance record of approximately 90 min- 


utes. In this compact and ingenious ac- 
tuator there is a small electric motor 
which slaves the rudder, without tendency 
to wiggle as with most pulse systems, to 
the side-to-side movement of the ground 
unit control stick. A button on the control 
box affects a change in pulse rate; the ac- 
tuator decodes the rate change to work a 
second control. 

One of the cleverest proportionate ac- 
tuators, the Flyball actuator, mounts on a 
single-ply chassis, and consists of a Hi- 
Drive electric motor connected to a gov- 
ernor. As the governor whirls, it expands 
radially, and therefore has linear contrac- 
tion. This movement pulls in a rod to move 
the control in proportion to the movement 
of the governor. When the motor slows 
down, the governor reverses the action. A 
coil spring or rubber band is attached to 
one side of the rudder, tending to hold it 
hard over when the governor is relaxed, 
corresponding to the slow motor condition. 
When the governor pulls in, it overcomes 
the pull of the spring to move the rudder 
toward the opposite side. Here again the 
actual rudder position depends on the 
length of the signals being sent, because 
the receiver’s relay favors either a pulled- 
in or dropped-out contact, as the case may 
be, with the actuator speed varying ac- 
cordingly. 


Multichannel Units 


For prices ranging from approximately 
$150 to $225, the well-heeled hobbyist can 
purchase any one of the perhaps half dozen 
multichannel units now in widespread use 
or, if he is experienced with electronics, he 
can dream up his own. But consider that 
a five-channel receiver makes use of a reed 
bank; the five relays cost nearly $40 by 
themselves. The three-channel receiver or- 
dinarily would operate semi-proportionate 
type servos for left and right, and some 
manner of engine control from the third 
channel. Or, by properly combining a re- 
worked escapement on one channel, that 
channel can work a rudder servo, leaving 
two channels free for other uses. Inasmuch 
as compound escapements or multiservos, 
or other actuators, can be used with each 
of the remaining two channels, an almost 
infinite number of controls can be effected. 
The possibilities of a five-channel sect defy 
description: on-and-off running lights, rais- 
ing flags, even lowering a dingy, are a few 
examples. One chap has music coming out 
of his river boat! 

Kit manufacturers have some sensational 
ideas up their sleeves. This boat business 
is much more than a passing fancy. Try it 
and see! —30-— 
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“GREAT SAINTS IN THE MoRNING!” gasped 
the wife, her eyes bright with horror. 
“What is that... that Thing?” 

I smiled a tolerant smile and leaned non- 
chalantly against my masterpiece. We elec- 
tronic geniuses have to take the emotional 
tides of the laity in stride. There are those 
in my neighborhood who claim that my 
knowledge of radio could be stuffed in a 
transistor and still leave room for a ton of 
silicon; but I prefer to think of myself as 
a valiant pioneer, slashing new trails in 
the wilderness of electrical achievement. 

“Jazzy, eh!” I chuckled, tapping the just- 
completed robot with a screwdriver. “You're 
gazing upon the greatest little gizmo ever 
to be welded, soldered, and bolted together. 
,Frankie, here, will make us the envy of 
the «<< 

“Frankie?” her voice teetered on a hys- 
terical note. 

“Yes,” I simpered modestly, “Frankie— 
short for Frankenstein. Pretty appropriate, 
huh?” 

She stared at the robot with open dis- 
taste. 

“B-but what is it?” 

“A metal-alloy robot powered by electric 
motor and operated by radio control,” I 
chanted factually. ‘Frankie stands exactly 
five feet tall, moves on three wheels, one 
of which acts as directional-guider.” 

“What's that?” she indicated the an- 
tenna. 

“Pickup aid for Frankie’s receiver— 
which receiver consists of superregenera- 
tive detector, two stages of audio amplifi- 
cation, and two relay stages . . . operating 
on the Citizens Band at 27.255 me. Signals 
are sent by a crystal-controlled transmit- 
ter unit.” 

“How’s that again?” 

“You heard me,” I said curtly. 

“Why did you paint that awful face on 
the Thing?” 

“Please don't refer to Frankie as ‘the 
Thing’,” I asked with quiet dignity. ‘He’s 
going to be a very important member of 
our family. You want to hurt his feelings?” 

‘It... has... feelings, too?” Disbe- 
lief shone across her face. ‘‘Who’re you 
kidding, Buster! You talk as though the 
darn thing was alive!” 
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I jabbed the start button on the control- 
unit. Frankie rolled toward her on silent 
rubber wheels. I jabbed stop. 

“Yeep!” screeched the wife, nimbly leap- 
ing atop the workbench. ‘Did vou see it! 
Did you see it move! It moved!” 

“Natch,” I replied calmly. ‘““That’s what 
Frankie's built to do—-move around. Think 
of all the heavy carrying tasks he’ll serve!” 
Enthusiastically, I patted the rack welded 
into his body. “Old Frankie here will see 
to it that we suffer no more tired arms 4 
and aching backs from carting trash out ~ 
to the alley, lugging heavy baskets of wet- 
wash out to the clothes-lines . . .” 

“Hey!” she chirped, climbing off the 
workbench, “can he push a lawnmower?” 

I blushed and lowered my eyes sheep- 
ishly. 

“What do you think I invented him for?” 

Five minutes later we gathered on the 
backyard lawn for a trial run. I tied the 
lawnmower securely to Frankie’s rack and 
stepped back. ‘‘Ready,” I intoned solemnly. 
A touch on the start button, again, and the 
robot rolled forward smoothly, the mower 
clattering industriously before it—a nicely 
cropped wake of lawn behind both. I 
dropped into a chair and sprawled there 
comfortably, watching with immense sat- 
isfaction. 

“He’s almost to the edge of the lawn! 
Watch out he doesn’t go through the pe- 


a ee ee Se 


New a 
“What is that... THING?” 5 


_—?s 


“It's bound to tip over...” 


tunias’ urged the wife nervously. Her 
cyes followed Frankie's progress anxiously. 

“Relax,” I advised. Methodically, I 
jJobbed the left button. Frankie turned 
sharply, his motor whirring faintly. When 
he reached the edge of the lawn again, I 


simply repeated the control and he obeyed 


instantly. “See what I mean?” I said, try- 
ing to keep the triumph out of my voice. 
“Simply a matter of getting timing right.” 

“It’s amazing!” she breathed. “But how 
do you keep him from going over the same 
ground every time?” 

I quickly jabbed the le/t button, twice 
and Frankie moved slightly to the left of 
his course, straightening out upon the sec- 
ond touch upon the button. 

“Terrific!” babbled the wife. 

“Complex escapement,”’ I murmured 
evenly. “Took a lot of thought. I believe 
in being thorough, you know.” 

“Yes, I know.” 

I searched her face for a sign of sar- 
casm, but found none. Her attention was 
glued to Frankie, who was shoving the 
mower accurately around the yard. I 
showed her how to operate him and lay 
back with my hands behind my head, giv- 
ing myself up to analytical thought con- 
cerning other possible chores Frankie might 
take over. Life was definitely going to be 
a brighter experience. 

“Hey! Hey!” cried the wife in alarm, 
jabbing the buttons on the control-unit 
case. “Hey, the damn thing’s acling crazy!” 

I snapped out of my reverie to see 
Frankie whirling madly. 

“Stop punching all those buttons! Here, 
give me the—” 

Without warning Frankie straightened 


out and headed for the bottom of the gar- 
den. I touched the stop button. Frankie 
picked up speed, his motor buzzing furious- 
ly. I bit my lip and calmly forced myself to 
try the right button. Frankie bounced over 
the brick border and plowed through the 
tomato plants without altering course. 

“Do something!” yelled the wife. 

Frantically, I began jabbing all the but- 
tons. Frankie hit a wheelbarrow, rico- 
chetted—lumbered off again, tomato vines 
flying wildly behind him. 

“It must be the receiver!” I decided 
aloud. “Something’s gone wrong with his 
receiver!” 

Frankie crashed through the garden gate 
in an explosion of splintered wood and dis- 
appeared into the yard across the alley. A 
moment later, a woman’s high, prolonged 
scream ripped through the quiet afternoon. 

The wife and I stared at each other in 
horror. 

“Y-you’ve got to stop that t-thing!” 

“Come on!” I shouted, leaping to my 
feet. “It’s bound to tip over or come to a 
stop soon, We’ve got to retrieve it before 
the whole neighborhood—” 

To the steady, terrificd scrcams across 
the alley was now added a yowling cat, the 
enraged barking of a dog, and the rising 
voice of a shaken man expressing his fright 
in colorful, if hardly proper, language. 

Frankie’s trail was easy to follow. A 
close-cropped swath of flowers, plants and 
broken trellis frames led me through the 
Johnsons’ yard. Mr. Johnson burst out of 

(Continued on page 121) 


In the center of the pool—sat Frankie 
draped with vines. 
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Fig. 1. Waveform of pure sine wave 
as seen on an oscilloscope screen. 
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in Hi-Fi equipment 


(PART 1) 


By NORMAN H. CROWHURST 


SOMETIMES, WHEN LISTENING to a mes- 
sage recorded by a poor dictating machine, 
the original message is difficult to rec- 
ognize. This is an indication of very def- 
inite distortion, which probably includes 
every kind of distortion known. There 
would not be much point in bothering to 
designate how much of each kind of distor- 
tion is present in that example, but in the 
better kind of modern audio, such as high 
fidelity equipment, it is necessary to be 
more specific about the precise nature of 
the distortion. This is so because the repro- 
duction is much closer to a faithful replica 
of the original sound, and such information 
is needed if we are to improve upon high 
quality systems. 

In the broadest sense of the word, dis- 
tortion can refer to any manner in which 
the reproduced sound fails to be an exact 
replica of the original sound. 

From the electronic viewpoint we are 
more concerned with the electrical wave- 
forms than the sound they are responsible 
for. The sound wave striking the dia- 
phragm of a microphone consists of air 
pressure fluctuating in accordance with a 
certain pattern. This produces a corre- 
sponding electrical pattern of fluctuation, 
or wave in the circuit of the microphone, 
which in turn is amplified and either is re- 
produced by a loudspeaker as a sound wave, 
or is recorded on tape or wax for reproduc- 
tion at some later time. In any event, a 
copy of the original sound is eventually 
reproduced by a loudspeaker. 

Thus, we are concerned with insuring 
that the electrical waveform applied to 
the voice coil of the loudspeaker is an 
exact replica of the electrical waveform 
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produced by the original microphone, only 
very much bigger. 

This leads us quite naturally into the 
question of methods of recagnizing distor- 
tion. The final criterion, of course, is how 
the reproduced sound appeals to the ear, 
so a listening test is always a good method 
of judging the value of whatever measure- 
ments we make. But sometimes it is diffi- 
cult to know exactly what we are listening 
for. We can tell, by listening, that there is 
something different about the sound from 
what it should be, but we do not know ex- 
actly what the difference is. This is where 
the various kinds of measurement to de- 
termine the nature of the distortion prove 
of great value. 

Equipment 

The simplest method of checking wave- 
forms is to view them on an oscilloscope. 
This is an instrument cmploying a cathode- 
ray tube very similar to the picture tube 
of a TV receiver, except that it is some- 
what smaller and uses, as a rule, a color- 
luminescent screen instead of the white- 
glowing screen used for TV. The wave- 
form to be viewed is connected to the input 
terminals of the oscilloscope and, by ad- 
justing what is called the time-base or 
sweep frequency, it is possible to view suc. 
cessive sections of the waveform on the 
screen of the oscilloscope. 

It is surprising how often a quick Jook at 
the pattern displayed on the screen of an 
oscilloscope can show just what is wrong 
with the sound which may have been a 
little puzzling to the ear. But, although 
the oscilloscope is a very simple and effec- 
tive method for quick diagnosis of major 
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Fig. 2. Setup for using an audio signal 
generator with a wave analyzer for meas- 
uring certain kinds of amplifier distortion. 
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Fig. 3. Method of using an audio signal 
generator with a vacuum-tube voltmeter 
to measure amplifier frequency response. 


Fig. 4. How to plot the results of fre- 
quency response measurement: (A) shows 
a response where the output at all fre- 
quencies is the same for the same input; 
(B) shows a more common kind of result. 
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troubles, it is somewhat ineffective in the 
struggle for perfection. This is so because 
the ear can be extremely sensitive to mi- 
nute degrees of distortion, which are insuf- 
ficient to show up as a variation in the 
shape of the trace displayed on an oscillo- 
scope screen. So we will also need some 
various kinds of special test equipment to 
enable us to track down these more elusive 
kinds of distortion. 

The most useful of these items of equip- 
ment is probably the audio signal gen- 
erator. This is an electronic device that 
produces a single pure tone of any desired 
frequency. A single pure tone has the char- 
acteristic of producing a waveshape that is 
a pure sine wave, known as sinusoidal. 
This shape is shown in Fig. 1. The audio 
signal generator, or oscillator, as it is often 
called, can be connected to the input of any 
piece of audio equipment in place of pro- 
gram material. Then, instead of having a 
whole range of frequencies to be handled 
at once, the behavior of the equipment can 
be carefully checked with any one fre- 
quency by itself. 

Another important item of equipment is 
an a.c. vacuum-tube voltmeter (v.t.v.m.) 
which is used to measure the audio voltage 
at different points in the audio equipment. 
It can be used for checking, or measuring 
accurately, the voltage of the test fre- 
quency at the input and then at the output 
of an amplifier. Input frequency and volt- 
age can then be changed, and the voltmeter 
will help show whether the output is a 
faithful reproduction of these changes. The 
v.t.v.m. can also be used for fault-tracing 
inside the amplifier or other equipment. 

A refined type of vacuum-tube voltmeter 
is called a wave analyzer. This incorporates 
a filter arrangement that selects any de- 
sired frequency for the vacuum-tube volt- 
meter to measure. When a single pure 
sinusoidal frequency is applied to the input 
of an amplifier, the wave analyzer can be 
connected to the output as shown in Fig. 2. 
The frequencies coming out of the output 
can then be checked on the wave analyzer. 
If the amplifier is free from distortion, the 
only frequency coming out will be the same 
as the input frequency. But if the ampli- 
fier is causing distortion, there may be 
other frequencies coming out that were 
not put in. The wave analyzer will find 
these other frequencies, even though they 
may be quite small in comparison with the 
main frequency, and will measure them 
separately so that an exact measure of the 
amount of distortion present can be ob- 
tained. 

With some idea of the simple forms of 
equipment that can be used for measuring 
and locating distortion, we are in a better 
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Fig. 5. How frequency response shows up when displaying a sound 
program on the oscilloscope screen: (a) is the wave presented "Hai": 
(b) shows high frequency loss; (¢) high frequencies over-accentuated: 
(d) low frequency loss: and (e) low frequencies over-accentuated. 


position to differentiate between the dif- 
ferent kinds of distortion. 


Frequency Response 


The easiest kind of distortion to measure 
or to observe on the oscilloscope screen 
and possibly the easiest to recognize by 
listening is distortion of frequency re- 
sponse. Equipment is said to have a flat 
frequency response if the same input volt- 
age at all frequencies produces an output 
which is also equal at all frequencies. How- 
ever, this ideal is often not achieved. The 
output at some frequencies may be less or 
more than the output at other frequen- 
cies. This defect is known as frequency 
response distortion. 

The simplest way of measuring this par- 
ticular property is to connect the oscillator 
to the input of the equipment using a 
vacuum-tube voltmeter to check that the 
waveform applied at the input is always 
of the same voltage. The vacuum-tube 
voltmeter is then connected to the output 
at each frequency and the output voltage 
is measured. Figure 3 shows the arfrange- 
ment. If two vacuum-tube voltmeters are 
available, this will make the procedure 
much quicker because it will relieve the 
repeated necessity of transferring the sin- 
gle voltmeter from input to output. 

When a series of values of output volt- 
age has been taken at different frequen- 
cies, a graph can be plotted, as in Fig. 4, 
joining up the points taken. If this graph 
is a straight level line, then the response 
is said to be flat. Here we can see how the 
true response gets the name “‘flat.”’ If the 
response is not flat, but goes up or down at 
different points along the line, then there 
is frequency response distortion. 

This kind of distortion can also be de- 
tected, particularly if it is serious, by look- 
ing at the trace made by program material 
on an oscilloscope screen, or by listening to 
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reproduced sound from program material 
with the aid of a loudspeaker. 

Figure 5 shows a series of traces repre- 
senting the same piece of sound: (a) is the 
waveform of the original sound without 
any form of frequency response distortion; 
(b) shows the effect of reduction of the high 
frequencies—the wave envelope looks con- 
siderably smoother; (c) shows the effect of 
over-emphasizing the higk frequencies—the 
waveform looks considerably rougher; (d) 
shows the effect of reducing the low fre- 
quency components—the slow fluctuation 
has been reduced but the smaller parts of 
the pattern remain similar; (e) similarly 
shows the result of over-emphasizing lower 
frequency components. 

In listening, the effects of these changes 
in frequency response are fairly well known: 
(1) deficiency in high frequencies re- 
sults in loss of brilliance—the sound seems 
too woolly and speech loses its definition, 
“esses” and “tees” particularly seem to be 
missing; (2) over-emphasis of the high fre- 

(Continued on page 128) 
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. i icking Your P ickup 


By HANS FANTEL 
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An aid to the selection of the proper 
cartridge to suit individual hi-fi requirements. 


OF THE BASIC ELEMENTS of a hi-fi installa- 
tion—pickup, amplifier, and loudspeaker— 
the pickup is the most generally misunder- 
stood, neglected, and misused. Amplifiers 
present few, if any, problems in high-fidel- 
ity systems. For despite the partisan de- 
bates between triode and pentode fanciers 
and the publicity fanfares at the launching 
of every new circuit, the fact remains that 
nearly every modern high-quality amplifier 
is capable of handling the electric equiva- 
lent of practically any musical sound. The 
transducers, i.e., pickups and loudspeakers, 
have the more difficult task of translating 
information from one medium to another 
—from mechanical to electrical, and vice 
versa. Largely because of the mechanical 
factors involved, this translation presents 
a tricky problem and all existing solutions 
--though some are amazingly good-~are 
far from perfect. In choosing a loudspeak- 
er, the audio hobbyist receives a_ fair 
amount of guidance from the manufactur- 
er’s specifications, particularly in terms of 
frequency response and _ power-handling 
capacity. But, as in buying any musical 


‘instrument, the best guides—though often 


contradictory—are the ears and the pocket- 
book! 


Crystal Pickups 


In a crystal pickup, the moving stylus is 
linked with a crystal (usually of Rochelle 
salt) whose mechanical deformation sets 
up an electrical signal proportional to the 
stylus motion. This is the most common 
type of pickup found in ordinary commer- 
cial phonographs. Its popularity is due 
partly to its cheapness and partly to the 
great simplicity of its associated circuits. 
Since the voltage generated in such a 
pickup is proportional to the amplitude of 
the stylus deflection, the wide stylus swings 
of the bass notes give a stronger signal 
than the smaller but more rapid swings of 
the stylus for the treble tones. 

The treble response of the pickup gen- 
erally drops steadily above 5000 cps. Being 
strong in bass and weak in treble, the 
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pickup automatically provides just the 
kind of frequency compensation needed for 
playing LP records (which are recorded 
strong in treble and weak in bass). This 
means that crystal pickups need no com- 
plicated equalizer circuits. Since their out- 
puts and impedances are high, they can be 
connected directly to a first amplifier stage 
without any preamplifiers or matching 
transformers. Thus, they are extremely 
practical for small and simple systems 
where cost rather than fidelity is the prime 
consideration. 

Crystal pickups vary greatly in design 
and quality. One factor to note particu- 
larly is the mechanical compliance of the 
stylus, i.e., the ease with which the stylus 
moves from side to side within the record 
groove. The force needed to twist the 
crystal is ‘‘work” that must be done by the 
record. This is an inherent disadvantage 
of the crystal cartridge. But clever design 
of the mechanical linkage between the 
stylus tip and the crystal can reduce the 
mechanical stress on the groove walls and 
thus lengthen record and stylus life. A fair 
idea of stylus compliance may be obtained 
by moving the stylus very gently from side 
to side with the tip of a finger. It should 
not feel excessively rigid. Crystal pickups 
using straight needles and needle chucks 
with a thumb screw should be avoided, 
especially for microgroove records. The 
most compliant styli are shaped somewhat 
like a crank with the main part of the 
shaft parallel to the record groove. 


Ceramic Pickups 


Within the last two years, ceramic pick- 
ups have been widely and successfully used 
in place of crystal pickups. Ceramic pick- 
ups operate exactly like crystal pickups, 
except that their working elements don’t 
happen to be crystals in the strict physical 
sense. They have the advantage of an ex- 
tended and very flat frequency response 
(20-20,000 cps +2 db). While crystals 
tend to spoil at temperatures higher than 
105° F and in moist climates, the ceramic 
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An example of modern crystal cartridge design is 
this Astatic “Model 66 Series” pickup cartridge 
which has an output of 3 volts with a 1-megohm 
load. The Astatic “68 Series” actually has a 
higher output of nearly 4.0 volts. Both types are 
made in single-needle and double-needle models 
with various diameter tips, and are superb where 
an extremely high output is required. The crystal 
element is moisture-proof. 


The Ronette 20-284P crystal phono cartridge is a 
recent imported unit now being widely distributed 
in the United States. Recommended load for this 
cartridge is about 120,000 ohms. Output is claimed 
by the manufacturer to be 150 millivolts; it has 
been purposely maintained at a low level to im- 
prove high frequency response, Response is ap- 
proximately equal to the RIAA curve up to 1000 
cycles and then 4 db above the curve. The car- 
tridge is also tropicalized. 


Electro-Voice “Ultra-Linear” Model 84 ceramic ex- 
emplifies the important features of this type of car- 
tridge. Response is within + 2.5 db from 20 
through 15,000 cps. Output is of the order of 0.5 
volts working into a 3-megohm load. Using this 
type of cartridge, no preamp is required and hum 
pickup is virtually eliminated. Diamond or sap- 
phire styli are available. 


Of the ceramic type cartridges, the Sonotone 1P 
probably has the highest output. It has been re- 
ported to have an output of 1.0 volt across a 2.5- 
megohm load. Frequency response is within + 3 
db from 30 to 15,000 cycles. Either sapphire or dia- 
mond needles are easily snapped into position. 
Typical of the ceramic cartridges, this model also 
features very high compliance which enables ex- 
cellent tracking. 


The latest ceramic cartridge to appear on the mar- 
ket is the Shure Brothers “Music Lover.’ The man- 
ufacturer claims that this model will introduce a 
trend in phono cartridges. Essentially it consists of 
provisions to replace the usual magnetic cartridge 
with a ceramic pickup and a very small adapter 
that couples the output into the “magnetic” input 
of the amplifier. The “Music Lover” plus adapter is 
said to weigh about the same as a magnetic car- 
tridge. Flopover styli are employed. 


Earliest popular variable reluctance cartridge was 
the General Electric Model RPX, which introduced 
to the hi-fi enthusiast the possibility of full fre- 
quency coverage from 30 through 15,000 cycles. It 
remains quite popular and is currently available 
with either diamond or sapphire styli. Recom- 
mended stylus pressure is 6 to 8 grams, Stylus is 
changed by rotating small knob at top of cartridge. 
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cartridge is unaffected. Ceramic cartridges 
have a high output and a high terminal 
impedance; their circuit requirements are 
as simple as those of crystal pickups. A 
ceramic cartridge designed for proper 
stylus compliance gives very good results 
with great economy of means. It is not 
surprising, therefore, that ceramic car- 
tridges have steadily grown in popularity 
during the short time that they have been 
on the market. 


Magnetic Pickups 


The magnetic pickup works by letting 
the metal shank of the stylus move be- 
tween two magnetic pole pieces, inducing 
an electrical signal proportional to the 
mechanical motion. Others work on the 
moving coil principle. Unlike the crystal or 
the ceramic pickup, there is no actual 
mechanical linkage between the stylus and 
the electric system of the cartridge. In 
fact, the total vibrating mass of the mag- 
netic pickup is often negligible. This means 
that the mechanical compliance of such 
cartridges is very favorable; the stylus 
need not work against the mechanical re- 
sistance of the linkage levers. It can fol- 
low the more rapid oscillations of the rec- 
ord groove with less inertia, thus tracking 
the high frequencies more faithfully and 
imposing less wear on the more vulnerable 
features of the record groove. This me- 
chanical compliance, in part, is responsible 
for the silky, smooth quality of the higher 
frequencies as heard through magnetic 
pickups. 

As the output of a magnetic pickup is 
usually only about one-tenth of the output 
of crystal or ceramic cartridges, a special 
preamplifier is required. Nowadays, prac- 
tically all commercial high-fidelity ampli- 
fiers have such a preamplifier built in. The 
preamplifier circuit also provides the neces- 
sary impedance-matching between the low 
terminal impedance of magnetic pickups 
and the high impedance of ordinary ampli- 
fier inputs. 

The magnetic cartridge is a velocity- 
modulated device. This means that the 
voltage of the signal depends on the speed 
of the stylus movement. Since the stylus 
moves faster at high frequencies than at 
bass notes, the output of the cartridge is 
nonlinear (weak in bass) and must be com- 
_ pensated for by a bass boost over and 
above the bass boost needed for proper rec- 
ord compensation. Such a compensating 
circuit for boosting frequencies below the 
500-700 cps range is incorporated in the 
preamplifier in all modern high-fidelity am- 
plifiers. With this compensation, magnetic 
cartridges give exceptionally clean repro- 
duction throughout the entire audible 


range. The clean reproduction, as well as 
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the moderate-to-medium price range, has 
made the magnetic cartridge the most pop- 
ular type of high-fidelity cartridge. 

Such a cartridge has one drawback: it 
easily picks up hum from stray magnetic 
fields, most likely from the turntable mo- 
tor or from a.c. lines. Since the output of 
the magnetic cartridge has to be so highly 
amplified, all possible sources of hum must 
be carefully kept away from the pickup. 
Only 4-pole turntable motors should be 
used and the pickup leads must be care- 
fully shielded. When steel turntables are 
used, it is sometimes advisable to put a 
foam-rubber mat between the turntable 
and the record to reduce the magnetic at- 
traction that develops between the mag- 
netic pickup and the turntable. This will 
reduce the tendency to “pull down” the 
pickup against the record. 


Special Designs 

For those with an eye for beauty, and an 
ear for excellence, the Ferranti ribbon 
pickup and the Weathers FM cartridge 
should be mentioned. 

The Ferranti cartridge and arm are 
small, space-saving, and assure tracking at 
only 3 grams pressure. A special protec- 
tive mechanism makes it impossible to 
damage either the stylus or the record, 
even if the arm is accidentally dropped on 
the record. The elegant simplicity of the 
Ferranti pickup and arm, whose entire sus- 
pension mechanism is below the turntable, 
is demonstrated in the photograph-on page 
79. The Ferranti requires a matching 
transformer (supplied by the company) for 
connection to standard audio inputs of 
100,000 ohms. 

The Weathers pickup tracks at a pres- 
sure of only 1 gram! That can’t be beat 
for gentleness to records. Provided that 
the records are kept reasonably dust-free, 
they are bound to last almost indefinitely 
with this pickup, and not even their most 
delicate overtones will be scratched from 
their grooves. Actually, the Weathers pick- 
up is more than just a pickup. It isa FM 
system with several components. An oscil- 
lator generates a carrier while the pickup 
itself is merely a small variable capacitor 
which modulates the oscillator output with 
the signal from the record groove. The 
oscillator takes little space, but naturally 
it needs power connections. No preampli- 
fier or matching transformers are needed. 
The pickup can be connected directly to a 
144-megohm amplifier input. 

Both the Ferranti and the Weathers are 
definitely expensive. But if the other parts 
of the rig, and last but not least, the rec- 
ords are of the same high quality as these 
pickups, such an investment may be justi- 
fied. 30+ 
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Fairchild ‘220 Series” moving coil cartridge has a 
frequency response from 20 to 17,000 cycles, with a 
deviation of less than + 2 db. Extremely low nee- 
dle talk and distortion-free playback is claimed, 
and low impedance output (170 ohms) at about 
5.0-mv. A diamond stylus is supplied affixed to 
stylus arm. This cartridge, like most of the others 
pictured on these pages, may be easily mounted in 
standard pickup arms. 


The Pickering "Model 260” is a turnover cartridge 
so arranged that mechanically it consists of two 
separate cartridges—Series 240 for microgroove 
records and Series 220 for standard 78-rpm re- 
cordings. This magnetic cartridge has special 
shielding. Relatively high output of 30 mv. (27,000 
ohms load) is claimed to mean less amplification 
and less chance of extraneous hum pickup. Re- 
sponse is flat from 30 to 8000 cycles with a rise 
of 2 db at 14,000 cycles. 


Electro-Sonic cartridges have a frequency range of 
20 to 10,000 cycles with a perfectly ilat response. 
The curve then rises gently to about + 1.5 db at 
15,000 cycles and 2 db at 20,000 cycles. Output is 
extremely low, measuring about 1 mv. at an out- 
put impedance of 1.5 ohms. The minimum stylus 
force may be as low as 3 grams. Diamond or 
sapphire needles are available from the manu- 
facturer. 


The Ferranti arm and phono cartridge are special items designed by the in- 
ventor of the Williamson amplifier circuit. A matching transformer provides 
about 15-mv. output. Frequency response is withifi + 1.0 db from 20 to 20,000 
cycles. Arm and cartridge track at recommended stylus pressure of 3 grams, 


For maximum enjoyment of hi-fi recording, regardless of price, the advanced 
enthusiast can do no better than the Weathers FM pickup system. Compliance 
YY is extremely high, and response is essentiaily flat from 20 through 20,000 cy- 
“ae. cles. Tone arms, cartridges and complete turntable assemblies are available 

with either diamond or sapphire needles, The tracking force is 1 gram, 
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Tape Recorders 


LAST MONTH we began a series of articles 
on tape machines and tape recording. You 
may recall that we investigated the “ideal- 
ized” tape recorder and spent a little time 
on the techniques of recording with tape 
machines in the lowest priced category. As 
promised, this month will be devoted to a 
discussion of tape machines in the $80 to 
$150 class and the technique of recording 
music with such equipment. 

First of all, let’s face a few hard facts of 
life—even with the top machine in this 
class, you still will not be able to achieve 

“professional quality” music recording. No 
doubt about it—some of these units can pro- 
duce some pretty decent tapes, but by ‘ ‘pro- 
fessional” standards they are sadly lacking 
in many respects. 

Let’s look at some things which are not 
too readily apparent with units in the price 
range under discussion. Take the magnetic 
heads for example. In the less expensive 
machines, the same head functions as a re- 
cord and playback unit. It has been pretty 
thoroughly demonstrated that the gap area 
which is optimum for a record function is 
not optimum for a playback function. Hence, 
all of the professional machines have three 
heads: erase, record, and playback. Of 
course, the third or playback head is there 
for other reasons and conveniences, such as 
monitoring the program which is being re- 
corded. 

With this knowledge then, it is not hard 
to realize that the single record/playback 
head furnished with the low-priced tape ma- 
chines is actually a compromise. As such, it 
has a somewhat restrictive effect on fre- 
quency response and signal-to-noise ratio. 
Right about here there will be more howls! 
Some outraged tapeworm will loudly pro- 


80 


SHIGH- FIDELITY 


claim, ‘‘Whadaya mean restricted frequency 
response—-my machine gives me 12,000 cy- 
cles at 744” per second!” Well, this is usu- 
ally more a case of advertising claims on 
the part of the manufacturer than anything 
else, but assuming that the unit actually 
gets close to the 12,000 cycles, let’s see how 
this figure is achieved. 

An extremely small gap area will give im- 
proved high frequency response, but remem- 
ber—there is a compromise head on this 
unit, So such a minute gap is not feasible. 
What the manufacturer usually turns to is 
the equalization circuits. By boosting the 
treble equalization in the preamp as much 
as 23 db, the 12,000 cycles become possible. 
But this boosting is not done without in- 
curring a penalty. Harmonic and intermod- 
ulation distortion are appreciably increased; 
there is at least a 5 to 6 db deterioration of 
the signal-to-noise ratio; and perhaps worst 
of all, you wind up with a machine which 
has a non-standard (not NARTB) equaliza- 
tion curve. This latter fact is why many peo- 
ple are unhappy with the results they have 
heard in the playback of pre-recorded tape. 
There is much complaining about “thinness” 
and “stridency”, etc. Of course, the tapes 
sound that way! With the phonied-up equal- 
ization, what else can result? In other 
words, you may be getting 12,000 cycles, but 
not with professional quality. However, to 
allow one ray of sunshine into this seeming- 
ly gloomy picture—remember that tapes 
made on your machine and played back on 
your machine will get the benefit of the 
added frequency response and generally will 
sound pretty norma) as far as balance, etc., 
is concerned. 

Looking at the $80-$150 class of tape ma- 
chine from the mechanical viewpoint, we 
find that here too we have a source of 
trouble. In order to achieve good record- 
ings, the tape must pass over the record 
head smoothly and at an extremely uniform 
rate. In professional machines this uniform- 
ity of motion is in the greater measure due 
to the employment of special synchronous 
(Continued on page 115) 
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By BERT WHYTE 


THIS MONTH WE WILL PAY TRIBUTE to that 
living legend of music, Jan Sibelius. 1955 
will see homage to this great composer as 
he approaches his 90th year! The music of 
Sibelius is among the most rewarding in 
the symphonic repertoire. A man who al- 
ways had his heart close to nature, he has 
written some profoundly beautiful works. 
He has composed seven symphonies up to 
the present time. There is much specula- 
tion that other symphonies have been writ- 
ten, but none has been published and the 
general feeling is that none will be pub- 
lished except posthumously. The seven 
symphonies just about reflect the life and 
philosophies of this composer. The First 
and Second are unabashedly romantic, the 
Third is bright and courageous. In the 
Fourth we have the nature lover with 
brooding overtones, and the Fifth and Sixth 
represent massive power combined with 
almost other-worldly mysticismi. The Sev- 
enth is a return to purer musical forms and 
is somber and again brooding. 

Sibelius is among that unique group of 
composers like Ralph Vaughn Williams 
whose total symphonic output has not only 
been published but recorded within their 
lifetime. Sibelius has been particularly 
well served on LP and many recordings 
have been made of the seven symphonies. 
So it behooves us to see which are really 
good hi-fi recordings and which to avoid. 

The First Symphony is one of the most 
popular of the seven and has had five LP 
recordings. Of the five, three can honestly 
be described as hi-fi in sound, with, how- 
ever, the other two not the worst sounding 
records by any means. The Collins reading 
on London LL574 is the best sounding of 
all with fine clean string tone, nice bright 
brass, and the important tympani repro- 
duced with startling accuracy. The Collins 
performance is quite good—solid without 
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being sensational. Leopold Stokowski’s ver- 
sion on Victor LM1125 is next in choice for 
sonic splendor. Not as wide range in fre- 
quency response or dynamics as the Lon- 
don recording, it does have virtues of its 
own such as particularly lush strings and 
woodwinds of great beauty of tone. The 
brass is cleanly reproduced but not as bril- 
liantly as was London’s. The tympani are 
somewhat subdued here, lacking the im- 
pact heard on the Collins disc. Stokowski’s 
performance packs a lot of authority. Cer- 
tainly he gets the most out of the score 
with his expert handling of dynamics and 
expression. Sixten Ehrling’s recording on 
Mercury 10129 is probably closer to the 
composer’s intent than any of the other 
versions. He shows respect for the com- 
poser’s markings for tempi and expression 
and indulges in few conductorial whims. 
The sound here is not the splendor of the 
justly celebrated “Olympian Series,” but 
derives from one of Mercury’s overseas 
affiliations. As such, it is good clean sound 
with particularly good percussion and 
brass, but with strings that are slightly on 
the wiry side. Frequency response is some- 
what limited but dynamic range holds up 
well. Summing up, the best sounding disc 
is definitely the London and the best per- 
formance is the Ehrling reading. 

The Sibelius Second is the most popular 
of all his symphonies and the one which 
most people associate with his name. Be- 
cause of this popularity, it has received 
the most recording and eight versions are 
in the catalogue. Again, only three can 
truthfully be termed hi-fi in sound quality. 
The very latest recording, that by Leopold 
Stokowski, is the best from both the sound 
and performance standpoints. The Second 
is the height of musical romanticism and 
in this kind of repertoire Stokowski is un- 

(Continued on page 119) 
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Simple TV 


By WALTER H. BUCHSBAUM 


OF THE various types of signals that can 
interfere with TV reception, perhaps the 
most prevalent are from strong transmit- 
ters located nearby. Such installations as 
police radio, amateur transmitters, indus- 
trial r.f. heating and diathermy machines, 
may radiate signals which are amplified by 
the TV set and interfere with the picture. 
A typical case of diathermy interference is 
shown in Fig. 1. When interference is pres- 
ent on all TV channels, or at least on chan- 
nels 2 to 6, it is most likely from one of 
these sources. 

In most instances these interfering sig- 
nals are picked up by the TV antenna and 
brought to the tuner where they override 
the TV channel selecting circuits and pass 
through the if. and video sections to the 
picture tube. For this reason, the best place 
to eliminate these interfering signals is 
right at the antenna terminals of the TV 
receiver. In extremely stubborn instances 
the TV receiver chassis may pick up the 
interference and then other measures are 
necessary which a TV serviceman is best 
qualified to handle. For many interference 
cases, however, the electronically minded 
layman can build some simple filters to cut 
out this type of interference. 
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The television frequencies extend from 54 
mc., channel 2, all the way to 890 mc., chan- 
nel 83, while the intermediate frequencies 
used in practically all modern TV receivers 
are either from 21 to 26 me. or from 41 to 
46 mc. Therefore, any signal below 54 mc. 
can, in some form or other, cause inter- 
ference. 

Two types of filters are described here. 
One type is called “high-pass” and passes 
only signals above the 54 mec. limit of 
channel 2. This filter cuts out all lower fre- 
quency signals, regardless of their individ- 
ual frequency. Figure 2 shows the appear- 
ance of a typical “high-pass filter” designed 
for the 300-ohm balanced twin-lead com- 
monly used as TV transmission line. All the 
parts are standard items available from any 
radio distributor. The shield can of an old 
broadcast if. transformer can be used to- 
gether with almost any kind of terminal. 
The electrical arrangement of the compo- 
nents is shown in Fig. 3. 

All coils are wound on 1-watt carbon 
resistors. The resistance value is not criti- 
cal, as long as it is higher than at least 
220,000 ohms, since the main purpose of the 
resistors is to serve as simple, inexpensive 
coil forms. Any style of capacitor can be 
used, except the paper tubular type. This 
type has some inductance at the higher TV 
channel frequencies. 

One advantage of the filter shown in Figs. 


Fig. 2. (Left) The circuit shown in the schematic below (Fig. 3) 
may be built into an old i.f. transformer can. The resistor chokes 
and capacitors are mounted on five-point terminal tie strips. 
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Fig. 1. Example of TV in- 
terference cured by in- 
serting one of the filters 
described in this article. 


2 and 3 is the fact that no tuning is neces- 
sary and none of the components are Ccriti- 
cal. This type of filter is recommended 
where the interference is quite severe and 
its radio frequency is not known. Often in 
such cases the a.c. power line is also a 
source of interference and a commercially 
available power line interference filter may 
have to be used in addition to the antenna 
filter. 

Figure 4 shows a single frequency, bal- 
anced filter, often called a “band rejection” 
filter. Using two 2-watt carbon resistors as 
coil forms and a dual trimmer capacitor 
from an old i.f. transformer assembly, the 
filter comprises two series resonant circuits. 
At the frequency to which the filter is 
tuned, these series circuits present a short 
circuit bypassing it from the antenna ter- 
minals. Carefully assemble the filter as 
shown in Fig. 5, being sure to wind the two 
coils as neatly as possible. Then connect it 
between the transmission line and the av 
receiver terminals. When the interference 


is present, tune each trimmer capacitor in 
turn for minimum interference on the 
screen. Be sure to use a non-metallic 
screwdriver to avoid hand capacity effects. 

Both Figs. 3 and 5 show a dotted line 
connection to the TV receiver chassis which 
in some instances Will help in the inter- 
ference elimination. Where the metal chas- 
sis is easily accessible from the rear, it is 
often possible to loosen some screw and slip 
a solder lug or wire under it for use as 
a ground for the filter. 

It should be kept in mind, however, that 
there are other sources of interference from 
signals above the 54 me. limit of channel 2, 
which cannot be eliminated by means of an 
antenna filter such as the one shown here. 
Typical of these are interference from 
neighboring TV sets, FM stations, and var- 
ious aircraft radio systems. A qualified TV 
serviceman usually is familiar with the 
types of interference prevalent in his neigh- 
borhood and knows just which remedy will 
work best. 


Fig. 4. (Below right) Filter may be tuned as shown schematical- 


ly in Fig. 5. The text describes how this may be accomplished 
and why it is necessary when using certain TV receivers. 


22 ppt 


TO CHASSIS 


7.5 TO 80 ppt” 1 a= 
QUAL TRIMMER . | 


= (See TEXT) 


ANTENNA LINE 
1300 2. TWINLEAD) 
ANTENNA TERMINALS 

OF TV RECEIVER 


L=15 TURNS OF No.18 ENAMELED WIRE, 
CLOSELY WOUND ON RESISTOR. 


es 


June, 1955 


= a 43° 


RESISTOR AND CAPACITOR COMBINATIONS 


RESISTOR-CAPACITOR COMBINATIONS (R-C) 
are given many bewildering names to dis- 
tinguish one function from another. Classi- 
fications like coupling circuits, filter net- 
works, differentiators, time-delay circuits 
and so on are just a few samples of these 
groupings. No wonder the novice often 
throws up his hands in discouragement at 
the seeming complexity of electronics. Yet, 
regardless of function or classification, 
every R-C combination may be shown to be 
a simple circuit in which a capacitor 
charges or discharges through a resistor 
over a given period of time. This action is 
merely applied in different Ways to achieve 
various special results. 

If a capacitor is connected through a re- 
sistor to a source of d.c., as illustrated in 
Diagram A, it does not reach full charge 
the instant that the switch is closed. A 
definite, easily calculated time is required 
for this process. All that one needs to 
know is the resistance in megohms and the 
capacitance in microfarads; these values 
are then substituted in the simple expres- 
sion given below and the time required to 
reach full charge (actually about 99.6% of 


SWITCH 1 MEG. SWITCH 1 MEG. 


full charge) may be found by simple arith- 
metic: 


Time for full charge (seconds) 
=5X R(meg.) X C(xfd.) 


Consider a circuit like that of Diagram 
A in which a 1-“fd. capacitor is being 
charged through a 1-megohm resistor by a 
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100-volt d.c. source. If the voltage across 
the capacitor is measured after each sec- 
ond elapses from the time of closing the 
switth, results like these are obtained: 

At the end of: The capacitor voltage is: 


0 seconds 0 volts 
1 second 63 volts 
2 seconds 86 volts 
3 seconds 95 volts 
4 seconds 98 volts 
5 seconds 99.6 volts 


Notice how the voltage at first rises very 
rapidly (63 volts during the first second). 
As time passes, the voltage changes during 
successive seconds become smaller and 
smaller until, during the fifth second, the 
increase is less than two volts. This is 
typical of the capacitor charging process. 

Should the charging battery now be re- 
placed by a connecting wire (Diagram B), 
the capacitor behaves like a voltage source 
and promptly starts sending a current 
through the resistor. Again, at the end of 
a five-second interval, the discharging 
process is practically complete, indicating 
that time for charge and discharge in a 
particular circuit is the same. 

See how the formula works out with 
somewhat different values, say, 15,000 
ohms of resistance and .01 “fd. of capaci- 
tance. The time for full charge is: 


T=5 X R(meg.) X C(ufd.) 
= 5 X.015 X .01 = .00075 second 
= 750 microseconds 


The microsecond, abbreviated Hsec., is often 
a more convenient unit especially for the 
expression of very short intervals. 

A very important application of these 
ideas is found in “bleeder” systems used 
on transmitter power supplies. During op- 
eration, the filter capacitors are charged 
to the full voltage of the power supply, 
often 1500 volts or more. When the supply 
is shut down, these capacitors retain a 
lethal charge unless they are “bled” or 
drained (Diagram D). The resistance of the 
bleeder must neither be too low nor too 
high. Assume that the lowest safe value of 
the bleeder to avoid excessive current con- 
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sumption is 25,000 ohms, that the power 
supply voltage is 1500 volts, and that the 
capacitance to be drained is 4 “fd. How 
long will it take to discharge the capacitors 
fully? 


T (sec.) = 5 X R(meg.) X C (+fd.) 
=5 X 025 x4 
= 5or % second 


This time for discharging the capacitors is 
short enough to remove the hazard of acci- 
dental “discharge” shock. 

The charge and discharge equations are 
more often expressed as follows to avoid 
the use of the number “5” before the 
RX Ge 
1. Time required to charge a capacitor to 

63% of the source voltage (seconds) 
= Ri(meg.) X C(#fd.) 

2. Time required to discharge a capacitor 
to 37% of its original full charge = 
R(meg.) X C(#fd.) 

For example, suppose a given capacitor 
is charged to 350 volts. Its capacitance is 
1 fd. and it is to discharge through a 
1-megohm resistor. What will be its volt- 
age after discharging for 1 second? 


Time to discharge to 37% of original 
voltage = R X C=1 X 1= 1 second 


Thus, at the end of 1 second, the capacitor 
will have discharged to 37% of 350 volts, 
or approximately 130 volts. 

To show how these ideas may be used in 
building a timer, try this one: a charging 
capacitor is to trigger a relay circuit when 
it reaches 220 volts. The source voltage is 
350 volts, the time delay desired is 8 sec- 
onds, and a capacitor of 2 «fd. is available 
for use (Diagram C). At what resistance 
should the variable resistor (potentiometer 
R) be set to trigger the relay? Also, what 
standard value potentiometer should be 
purchased? 


T (sec.) for 63% full charge 
= R(meg.) X C(lefd.) 
Se RX 2 
R= 8/2 = 4 megohms 
Since .63 X 350 = 220 volts, the capacitor 
will charge to this potential—the trigger- 


ing potential—with exactly this value of 
resistance. A 5-megohm commercial po- 
tentiometer would do nicely. 

The following quiz is intended as a self 
check. All of the questions can be answered 
correctly if the foregoing text has been 
mastered. Answers appear on page 127. 


QUIZ 


1. Is it ever possible for any capacitor to charge 
instantaneously? 

2. In using the equation for charge or discharge, 
what units should R and C be expressed in? 

3. If a charging resistance is 500.000 ohms, 
what figure should it be changed to before 
substituting in the equation for charge time? 

4. Ifa capacitor to be discharged has a value of 
2500 uuid., what value should be used in the 
equation? 

5. How much time in microseconds is required 
to charge a .00]-ufd. capacitor through a 
50,000-ohm resistor fully? 

6. If the resistance through which a 1000-“fd. 
capacitor is to discharge is 500 ohms, how 
long will the discharge process take? 

7. If a filter capacitor of 10 #fd. is to discharge 
fully in ¥% second, what is the maximum 
size (resistance) of the bleeder? 

8. Acertain capacitor is to charge to full source 
voltage in 100 microseconds through a 5000- 
ohm resistor. What capacitance should it 
have? 

9. A capacitor of 1 pfd. discharges through a 
resistor of 1,000,000 ohms. If it was originally 
charged to 1000 volts, what will be its volt- 
age at the end of 1 second? 

10. A 10-fd. capacitor charges through a 10- 
megohm resistor. How long will it take to 
charge to 63% of the applied charging volt- 
age? 


ie 


(Editor's Note: In response to many requests. 
efforts are being made to enlarge and to “pro- 
gram” the material appearing in this depart- 
ment. Portions of each column will soon be de- 


voted to subjects not usually found in standard 
radio or electronic textbooks, such as micro- 
waves, digital computers, black boxes. propa- 
gation, etc. This material will be included in ad- 
dition to the study items now being presented.) 


ATTENTION 


@ Hobbyists 


® Club Members 


@ Study Groups 


Subscriptions to PopuLar ELecrronics at special bulk 
rates are available to club members, study groups, 
employee groups, schools, etc. 


For information, write to: 
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BoTH THE ACTIVE R/C Fran and the occa- 
sional dabbler with subminiature construc- 
tion projects will find the “Universal Arm” 
assembly shown here a valuable addi- 
tion to the lab. It may be used to clamp 
and to hold small chassis, miniature sub- 
assemblies, selector switches, terminal 
boards, coils and other components in just 
the right position for Wiring and testing. 

Taking but little space on the work- 
bench, the ‘Universal Arm” is easy to use, 
easy to make, and, best of all, quite inex- 
pensive. The total cost should not be much 


UNIVERSAL ARM 


Holds Small 


more than one dollar. Almost all of the 
parts should be available at the local hard- 
ware or dime store. 


Assembling The Arm 


The complete unit is made up of two 
subassemblies—the base and the support 
arm, which includes the clamp and ball. 
The base is bent from a single piece of 
sheet metal measuring approximately 3” x 
13”. Follow the general layout given in 
Fig. 1, but vary the size of the large holes 
to suit the rubber ball used. Either stecl 
or an aluminum alloy may be used for the 
base piece, but the metal chosen should be 
reasonably stiff and have a certain amount 
of springiness. Gauge is not too important, 
but don’t use material so thin that it may 
be bent with the fingers and lacks strength, 
nor material so thick that it cracks on 
bending. Take special pains to insure ac- 
curacy when bending the sides, so that the 
opposing holes line up perfectly. Deburr all 
holes and round sharp edges with a file. 

With the machine work and bending 
finished, the base is completed by putting 
a 4” length of 4%” diameter Redi-Bolt 


BILL OF MATERIALS 
I-—Piece of hard aluminum or steel sheet (see text) 
measuring approximately 13” x 3” 
I—Solid rubber ball about 3” in diameter. 
I—REDI-BOLT, 14" x 20, about 12” long. 
1—"Handy Clamp” made by Stanley (#CD-7097K), 
3—Hex nuts, 1/4’ x 20. 
3-—Wing nuts, V4" x 20. 
S—Flat washers, 4" hole. 
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through the two opposing small holes, then 
fitting on a pair of flat washers and wing 
nuts. Do NOT TIGHTEN THE WING NUTS UN- 
LESS THE BALL IS IN PLACE. 

Use a solid rubber ball. This is extreme- 
ly important. Many of the small rubber 
balls offered for sale are hollow and are 
filled with gas under pressure. Better check 
on this point before purchasing the ball. 

Bore a %4” hole through the ball. Do 
this with a standard “Cork Borer,” but if 


Fig. 2. Drill hole for the shaft in the rubber 
ball. Use a solid ball and “cork borer.” 
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Fig. 1. Layout of 
the metal frame. 
The dimensions 
may be varied to 
suit the size of 
the clamp) and 
solid rubber ball. 


ALUMINUM OF STEEL 


this tube is not available, use a small piece 
of brass or steel tubing. Sharpen the end 
of the tubing to give it a tapered end. Then, 
holding the ball in one hand and the tubing 
in the other, force the tubing into the ball, 
using a twisting motion. After the tubing 
has cut part way into the ball, place the 
ball on a piece of scrap lumber or hard- 
board, bearing down with weight to com- 
plete the boring job. 

An 8” length of 4” Redi-Bolt serves as 
the support arm. Pass one end of the bolt 
through the hole previously bored in the 
rubber ball, fastening it with two flat wash- 
ers and a pair of hex nuts, as shown in 
Fig. 3. Tighten the nuts enough to insure 
a secure mounting, but don’t use so much 
pressure that it distorts the ball. 

A Stanley “Handy Clamp” is mounted at 


Fig. 3. Detail view of bolt mounted through 
the kall, Use flat washers under each nut. 
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the opposite end of the support arm. Pre- 
pare the clamp by drilling a %” hole cen- 
tered on the back strap. Attach it to the 
support arm uSing a hex nut, flat washer, 
and wing nut, as shown in Fig. 4. Léck 
the hex nut in place with cement. This will 
permit the clamp to rotate freely when the 
wing nut is Focsened, without danger of 
the assembly falling apart. 

Either mount the metal base permanent- 
ly on the workberch or attach it to a large 
baseboard, to be set on the bench when 
needed. If almost all the builder's work is 
with subminiature assemblies, he will prob- 
ably want a permanent mounting. On the 
other hand, if he works with full-sized 
chassis on occasion, he will find the tem- 
porary mounting handier. 

(Continued on page 123) 


Fig. 4. A winged nut on the threaded shait 
permits rotation of the clamp holding arm. 
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By 
JOHN T. FRYE 


Aided by a garden hose, Jerry explains how 


a TV picture is made to appear on the screen of a receiver. 


IT was HoT, and Jerry certainly was not 
hurrying at his job of washing the family 
car. From time to time he looked wist- 
fully across the back yard at the house of 
his friend, Carl Anderson; but he never 
presented himself—never, that is, until 
Jerry had given the gleaming hood a final 
flick of the chamois and collapsed on the 
ground to mop his sweating round face. 

Then Carl ambled out the back door of 
his house and slowly strolled over to where 
Jerry was sprawled on the grass beside the 
garage. “Rather warm today, isn’t it?” he 
remarked politely as he stifled a bored 
yawn. 

“I wouldn't know,” Jerry grunted. “I’ve 
been too busy to notice. Of course, if one 
is too lazy to help one’s buddy out, and if 
all one does is sit around the house like a 
lounge lizard, I suppose one might think 
it hot.” 

“Now don’t get your nose hard,” Carl 
said with a disarming grin. “I made up my 
mind that this was one time you were not 
going to rope me into helping you. For 
once,” he boasted, tapping his temple with 
a forefinger, “I used the old bean and 
stayed in the house until you were fin- 
ished. Anyway, I was doing some heavy 
thinking. I was trying to figure out exact- 
ly how a TV picture is made to appear on 
the screen of a receiver.” 

“Nothing hard about that,” Jerry scoffed, 
as he pulled up a handful of grass and 
threw it at his chum. 

“Okay,” Carl challenged; “suppose you 
fill me in on the subject.” 

“In the first place,” Jerry began, as he 
picked up the garden hose and opened the 
nozzle, “you have what is called an elec- 
tron-gun structure at the very back of the 
picture tube neck. This gun emits a stream 
of electrons in the same way this hose 
shoots a stream of water at that garage 
wall. The electron beam is focused to pro- 
duce the smallest possible round beam of 
electrons just as I adjust the nozzle here 
to produce a small round stream of water. 

“When the stream of electrons strikes the 
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fluorescent material coated on the inside 
of the picture tube face—the part you call 
the screen—the material glows and gives 
off light at the point of impact. Generally 
speaking, the more electrons in the beam, 
the brighter is this spot of light on the 
screen. 

“Keep in mind that the electron beam 
current in a picture tube corresponds to 
the plate current in an ordinary radio tube. 
In the picture tube the fluorescent screen 
takes the place of the radio tube plate. Ina 
vacuum tube you put a fixed negative bias 
voltage on the grid to make the resting plate 
current assume a certain value, but in a 
picture tube you establish a similar bias 
voltage level with the brightness control, 
so the beam current has a certain static 
no picture value. In a vacuum tube you 
then apply a signal to the control grid and 
that causes the plate current to move up 
and down in accordance with the ampli- 
tude and polarity of the signal voltage. In 
the picture tube, the beam current follows 
the picture signal voltage applied to the 
control grid in the same manner. The only 
difference is that in a radio tube circuit 
you have to use meters to observe the 
changes in plate current; but in a picture 
tube you can observe the variations in 
beam current as an increase or decrease in 
fluorescent brightness on the screen.” 

“I’m still with you,” Carl drawled, as he 
kept his eyes closed behind his horn- 
rimmed glasses. “But all that does is pro- 
duce a bright spot. What I want to know 
is how a picture is made.” 

“You've got to learn to crawl before you 
walk,” Jerry admonished. “That little spot 
of light is our paint brush, and we must 
be able to move the beam producing it to 
any portion of the screen. What’s more, 
the movement of this beam must be done 
in a uniform and systematic manner. Sup- 
pose this portion of the garage wall I’m 
marking off with water from the hose is 
our picture tube screen, and the stream of 
water represents the electron beam inside 
the tube. Now I’ll start over here in the 
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upper left-hand corner of our screen and 
move the beam across to the right. Then 
I jerk it back very quickly, move the 
stream down a little, and draw another 
line below the first. Then I draw another 
line below that, and so on until I reach the 
bottom of the screen, Next I go back up 
and draw another series of lines between 
those already drawn until I again reach 
the bottom. Because the screen material 
will continue to glow for a small fraction 
of a second after the electron beam has 
moved on and because of the persistence 
of human vision, the result of this rapid 
back-and-forth and slower up-and-down de- 
flection of the electron beam results in a 
raster of a number of interlaced parallel 
horizontal lines on the face of the picture 
tube.” 

“How many lines?” Carl wanted to know. 

“The first trip down across the face of 
the tube the beam draws 26242 lines to 
complete the first field as it is called. Then 
the beam goes back to the top and draws 
262% more lines between those already 
drawn to make the second field. The total 
number of lines drawn in the two fields 
that are combined to make a Single pic- 
ture or frame as it is called, is 525.” 

“Pll count ’em sometime and see,” Carl 
said skeptically. 

“Well, don’t expect to get exactly 525,” 
Jerry warned. “That back and forth mo- 
tion keeps right on going while the beam 
is being returned from the bottom of the 
picture to the top between fields, but you 
do not see these rétrace lines because they 


... Jerry pulled up a handful of 
grass and threw it at his chum .. 


are blanked out. About twenty-five lines 
per frame are lost in this manner.” 
“How is that beam moved back and 
forth and up and down?” Carl quizzed. 
“That’s a little complicated to explain in 
simple terms, but I'll try,” Jerry said man- 
fully. “You know that voltmeter I have 
that has a zero-center scale. When we pass 
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a current through the meter coil in one di- 
rection, the pointer moves in one direc- 
tion; but if we reverse the direction of the 
current, the pointer is deflected to the op- 
posite side of the scale. Reversing the di- 
rection of the current through the meter 
coil reversed the polarity of the magnetic 
field produced by that coil; and this field 
reacted with the fixed magnetic field of 


... at this instant the kinked hose in 
Carl‘s hands suddenly gave way... 


the field magnets in the meter to cause 
the pointer’s action. 

“A coil called a deflection yoke is di- 
vided into two parts and these two series- 
connected coils are arranged opposite one 
another along the neck of the picture tube 
at a point along the path of the electron 
beam on its way to the screen. Now a 
beam of electrons creates a magnetic field 
about it just as a stream of electrons, rep- 
resenting a direct current through a wire, 
creates a field about that wire that can be 
detected with a compass. You remember 
we did that experiment in physics class 
when we were studying the right-hand 
rule. If we put a current through our 
series-connected coils, they set up a mag- 
netic field in the portion of the tube neck 
between them. The magnetic field of the 
electron beam and the magnetic field pro- 
duced by these deflection yoke coils react 
with one another in such a way that the 
electron beam moves in a direction which 
will minimize this reaction. The direction 
and extent of the movement of this weight- 
less, inertia-free electron pointer depends 
upon the strength and direction of the cur- 
rent through the defiection yoke coils. 

“By making the current through the de- 
flection yoke take the form of a saw-tooth 
—-a current pulse that builds up gradually 
from zero to a certain value and then falls 
very quickly to zero again—we can make 
the beam move comparatively slowly from 
left to right across the tube face and then 

(Continued on page 117) 
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Hearing Aid Concealed in Head Band 


AIMED AT SATISFYING the vanity—as well as the acoustical 
needs of the hard-of-hearing—is a unique new hearing aid. 
Developed by Unex Laboratories of Hathorne, Mass., the 
unit consists of a narrow, lightweight head band which 
houses all parts of the aid, and which may be worn com- 
pletely concealed by the hair. The band fits the contour of 
the head comfortably without pressure. Nothing shows be- 
low the hair. 

This electronic device enables the user to answer the tele- 
phone in a normal manner, without the need to hold the re- 
ceiver against the aid. It also places the pick-up sound 
source in a more natural position, unrestricted by layers of 
clothing. Static and clothing rub are thus eliminated. 

It is expected that women in particular will be interested » 
in this unit, since it can be worn with any kind of attire. 
es. Free literature is available from the manufacturer. 
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Low Cost Signal Generator 


AVAILABLE IN EITHER KIT or wired form is 
Hico’s new Model 324 rf. signal generator. 


It can be used for i-f.-r.f. alignment: signal a 
tracing; troubleshooting of AM, FM, and 
TV receivers; as a marker generator for 
alignment of new high frequency as well as 
older low frequency TV i.f.’s; and for 400- 
cycle sine wave audio testing. 

Frequency range is 150 ke. to 145 me. 
on fundamentals in 6 bands; and 111 me. 
to 435 me. on calibrated harmonics. The 
unit features a Colpitts rf. oscillator; tur- 
ret-mounted, slug-tuned coils; fine and 
coarse attenuators; variable modulation; 
and variable gain. 

Output on r.f. is 100,000 microvolts; a.f. 
output is available up to 10 volts. The 
cost of the kit is $26.95; wired, the unit is 
priced at $39.95. For further details, write 
to Electronic Instrument Company, I ne., 84 
Withers Street, Brooklyn 11, N. Y. 
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TV Received in Flight 


TELEVISION PROGRAMS have been received 


ity images can be transmitted from points 
as far away as 330 miles and at altitudes 


successfully over a 21-inch home TV set in- 


ranging from 15,000 to 19,000 feet. 


stalled in a stratocruiser on a regularly As many as 12 channels from 8 different ~~ 
scheduled flight. cities were clearly tuned during the flight 
The TV flight test, conducted by Syl- from New York's International Airport to 
vania Electric Products, Inc., and Pan Bermuda. The S10YU receiver was placed 
American World Airways, proved that qual- in the forward section of the clipper’s 
lounge and received power from the air- 
craft’s main alternator having an output 
of 110 volts at 400 cycles. Approximately 
50 feet of RG-59/U antenna transmission 

line was strung through the cable compart- é 


ments to the pilot’s compartment, and at- 
tached to the plane’s high frequency re- 
ceiver and transmitter antenna. The an- 
tenna was a 60-foot polyethylene-covered 
bronze wire running from the nose to the 
tail of the ship. 

Shown in the photo are Charles Mauer 
(eft), Sylvania field representative, and 
Pan American Captain S. R. MacLaugh- 
lin. 80 
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LISTENING TO AMATEUR RADIO STATIONS 
in foreign countries is fun, but listening is 
only part of the hobby of short-wave lis- 
tener “DX’ing.” The other part is obtain- 
ing cards from stations heard, confirming 
your reception. 

Most amateurs have attractive cards 
printed, mainly for sending to other ama- 
teur stations to confirm contacts made, 
but amateur station operators will send a 
ecard to confirm listener reports on recep- 
tion of their transmissions, especially if a 
detailed report is sent, accompanied by 
return postage. A reply from all stations 
to which reports are sent is not to be 
expected, but use of the best methods of 
reporting will increase the percentage of 
replies received. 

The first step is to determine the location 
of the station, as indicated by the prefix 
of the call letters. A handy means of 
doing this is by use of the Electro-Voice 
W9IOP “Second Op,” a ten-inch wheel 
with prefixes arranged alphabetically 
around the edge. Turning the wheel to 
any prefix will indicate the country, con- 
tinent and zone, also postage rates, time 


FROM 


West Indies, 
Central America, 
Northern So. America 


This table will en- 
able the ham band 
DX’er to plan his op- 
erating periods for 
maximum activity in 
certain geographic 
areas. Predictions 
are based upon 
material obtained 
from the National 
Bureau of Standards, 
Washington. D. C, 


Europe 


Middle East 


North Africa 


Cent. and So. Africa 
Far East 
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X Reception Forecast for June 


Southern. South America 


Australia and New Zealand 


differential and great circle bearings from 
East, Midwest and West U.S.A. The “Sec- 
ond Op” (selling for $1) is available from 
many local radio parts jobbers, or directly 
from the manufacturer at the following 
address: Electro-Voice, Buchanan, Mich. 

Addresses are listed in the Radio Ama- 
teur Call Book, which can be purchased 
at stores handling amateur radio equip- 
ment, or from the publisher at 608 So. 
Dearborn St., Chicago 5, Ill. 

A log book should be used, to keep a 
record of stations heard, with date, time, 
stations called or contacted, signal strength, 
intelligibility and interference. For signal 
strength, use S ratings 1 to 9 as follows: 
S1 — barely audible; S2 — very weak; 83 
— weak; S4 — fair; S5 — fairly good; 86 
— good; S7 — moderately strong; S88 — 
strong and S9 — very strong. 

For intelligibility or readability, use Rk 
ratings 1 to 5 as follows: R1 — unread- 
able; R2—poor; R3—fair; R4— good; 
and R5 — excellent. For interference, note 
the severity of interference, whether phone 
or c.w., and if possible, the call letters of 
the interfering stations. Amateurs also 


14 mc. Band 
In East & Central|In Western U.S.A. 

U.S.A. E.S.T. Psa 

0600-2300 0600-2200 

Best 1700-2000 

1600-2300 1600-2100 

0600-2000 1300-1700 

Best 1500-1900 

0600-0700, 1400-1700 
1500-1800 

0600-0800, 1300-1700 
1400-2000 

1400-1700 1500-1800 

0630-0830 1600-2400 

1500-2400 


0700-0900 


Te 
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appreciate a comparison of their signal 
strength with that of other stations heard 
at the same time from the same or 
adjacent countries. 

A printed SWL card is a time-saver in 
sending reports, and I believe is a help in 
getting replies. Use of a card is not abso- 
lutely necessary, as some SWL’s have been 
sending reports by letter for years with 
satisfactory results. When sending a re- 
port, be sure to include the call letters 


Your phone heard ot 
Noes . on < Me. _ _— 
— Strength | e Modulation. 
CW ORM 
Condition of bend 


Hf Phone QRM 
Fading 
Comperetive Report 


We would greatly oppreciete « QSL card confirming our reception. 
73's end Best OX. 
Jone & Roger Legge, 85 Lee Rood, Scorsdale, New York, U.S. A. 


Ploose specify Phone reception. 


of stations called or contacted, so that the 
amateur can check your report against his 
log book. 

Return postage is a must with SWL re- 
ports. Some amateurs will reply to listener 
reports even if return postage is not sent, 
but I believe that the increased percentage 
of replies more than compensates for the 
cost involved in sending return postage. 
Sending a return-addressed envelope is also 
a help in making it as easy as possible for 
an amateur to send you a card. A “Mon- 
arch” size (4”x7¥%4") envelope is good for 
this, being large enough to hold most cards. 

For stations in the U.S.A. and _ posses- 
sions (except Canal Zone), also at APO 
and FPO addresses, a return envelope with 
a 6-cent airmail stamp affixed is recom- 
mended. For other countries, send an 
International Reply Coupon, available for 
13 cents at your post office, and exchange- 
able in foreign countries for stamps to pro- 
vide postage back te the US. 

For countries from which a number of 
stations are heard, it is a good practice to 
report to the weaker ones, as they are 
more likely to appreciate listener reports 
than the higher powered stations. Obtain- 
ing at least one card from each country 
heard makes a fine collection to mount on 
the wall of your radio room or in albums. 


Stations in North and South America 


Canadian Arctic: Some interesting stations 
at weather stations in the far north have 
been operating frequently, including 
VE8ML, 14.325 me., at Alert Weather Sta- 
tion on the northeast tip of Ellesmere Is- 
land, VE3AZG/VE8, 14.197, on Resolution 
Island, and VE8TK, 14.19. 
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Cayman Islands: VP5BP on 14.19 mc., op- 
erated by VE3CJ while on vacation from 
Canada, has been providing reception from 
this rarely heard island group in the West 
Indies. 

Galapagos Islands: HC8GI on 14.175 has 
been fairly active from these islands off 
the west coast of South America, best 
known for their large turtles. 

Swan Island: Personnel at the U.S. Weath- 
er Station on this tiny island in the Carib- 
bean operate several amateur stations. 
KS4AW on 14.21 was recently heard at 
1500, E.S.T. 

Turks & Caicos Islands: VP5AE, heard on 
14.15 at 1400, should not be passed over, 
as he is in the Turks & Caicos Islands, 
rather than Jamaica, whose much more 
numerous stations also use VP5 call letters. 

Following are listed some of the other 
14 me. phone stations heard recently from 
countries in the Americas, with the fre- 
quency on which they were heard. Since 
most amateurs now use variable frequency 
transmitter control, the frequencies are 
subject to variation, but are included as 
an indication of the section of the band 
in which they were heard. The hours to 
listen for these stations are included in 
the tabulation of reception times. 

CE (Chile)—CE1BN, 14.15; CE3PV, 14.13. 

CO/CM (Cuba)—CO1AH, 14.15; CM9AA, 
14.19. 

CP (Bolivia)—CP5AB, 14.11. 
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CX (Uruguay—CX2CO, 14.11; CX5AW 
iw 

FM? (Martinique)—FM7WN, 14.135; 
FM7WQ, 14.155. 

HC (Ecuador)—-HC1ES, 14.185; HC1FG, 
14.31. 

HH (Haiti)—HH2LR, 14.19. 

HI (Dominican Republic)—HI6EC, 14.18. 

HK (Colombia)—HK3HY, 14.15; HK3PC, 


14.13. 

HP (Panama)—HP1LM, 14.16; HP3FL, 
14.18. 

HR (Honduras)—HR1CB, 14.19; HR1RC, 
14.15. 


(Continued on page 114) 
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AN ENTIRELY NEW METHOD of kit and 
printed circuit assembly has been an- 
nounced by Educational Electronics Co., 
1023 Waukegan Rd., Glenview, Ill. The 
manufacturer claims that it will allow the 
same component to be used repeatedly 
without the slightest damage. Each re- 
sistor, capacitor, coil, etc., is attached to a 
plastic insulated plate with printed cir- 
cuit terminals. The plates are then at- 
tached to a baseboard with screws, thus 
eliminating messy soldering and broken 
pigtail leads. 

As an additional feature of the Block- 
tronics kit, the baseboard is designed so 
that it may be covered temporarily with a 
printed paper wiring diagram. The dia- 
gram or pictorial schematic slips over the 
terminals and traces the path of each wire 


Kit Builds TV Set 


A NEW KIT FOR BUILDING a complete tele- 
vision set at home has been designed so 
that color TV may be added at a later date. 

Offered by Transvision, Inc., New Ro- 
chelle, N. Y¥., the kit, Model E-1, includes 
instructions that permit the novice to as- 
semble the set successfully. Each part of 
4 the kit is packaged individually and marked 
with a number for easy identification. 
Eight different types of kits are available 
in 17”, 21”, 24”, and 27” sereen sizes. Re- 
mote control is an optional feature. 

The kit is divided into nine packages, 
each of which is a complete circuit which 
the builder can buy separately. The first 
one sells for approximately $15.00. Accom- 
panying each kit are photographs, dia- 
grams, and related technical information. 
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a Kit for Experimenters 


ABC of electronics £ 


Schematic templates and 
solderless connections 
permit fast wiring 


of many circuits. 


No solder was needed to build 
the one-tube receiver shown at left. 
Note kit’s use of a standard tuning ca- 
pacitor and simple battery power supply. 


from terminal to terminal. As a result of 
this careful system, the novice can lay out 
his first radio in a matter of only a few 
minutes—and be sure that it will work. 

Advanced technicians will find this un- 
usual kit of value in “breadboarding” new 
transistor circuits, preamps, etc. The 
manufacturer will supply the baseboard 
and plastic mounting strips as separate 
items. 

Included in the basic “Block-tronics” kit, 
which will sell for $14.95, are parts and 
components for wiring such circuits as an 
interval timer, electronic metronome, code 
practice oscillator, phono amplifier, regen- 
erative receiver, polarity checker, and 
many more. 

Additional information may be obtained 
directly from the manufacturer. —B0- 
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Tuning the Short-Wave Bands 


By HANK BENNETT 


MANY TIMES px’ERS will turn their re- 
ceivers On expecting to receive a certain 
station that may be presenting a program 
of interest to the particular listener, or per- 
haps a special DX program with DX tips 
and listeners’ letters. Many times they will 
be able to hear the station, but occasion- 
ally they will find that because of receiving 
conditions, the station will not be heard. 
Active DX’ers, therefore, depend on the 
WWV advance warning system to tell 
them what the reception conditions will be 
for several hours in advance. 

WWYV operates this forecasting service 
on frequencies of 214, 5, 10, 15, 20, 25; 30; 
and 35 megacycles on an around-the-clock 
basis. On what frequency you'll receive 
WWV’s signals depends on where you are 
located. Along the U.S.A. East Coast, 5 me. 
is usually good. Those on the West Coast 
will tune to 10 or 15 mc. 

The WWV warning system follows a 
very definite pattern. The propagation 
forecasts are prepared four times daily— 
at 0000, 0630, 1200, and 1800 EST—and 
each forecast is repeated for about six 
hours until the next forecast has been pre- 
pared. Forecasts are given at 1914 and 49% 
minutes past each hour. 

The forecasts include a letter indicating 
present radio reception conditions and a 
number indicating what the expected qual- 
ity of future reception will be. Letters 
used are N, U, and W, signifying “normal,” 
“unsettled,” or “disturbed,” respectively. 
The added number (1 to 9) will be the 
forecast of expected quality of communi- 
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cations conditions for a period of approxi- 
mately the next twelve hours. 


Forecast Propagation Conditions Current 


Impossible 
Very Poor 
Poor 

Fair to Poor 
Fair 

Fair to Good 
Good 

Very Good 
Excellent 
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A typical forecast might be “N4” mean- 
ing that current conditions are normal but 
that in the next twelve hours they would 
be only “fair to poor.” The forecast is 
given in Morse code. It is not a hard job 
to memorize these letters and numbers in 
code and is definitely to anyone’s advantage 
to know them. There are many worthwhile 
DX stations operating on short-wave in 
various commercial services, and some 
countries can be heard only via the dots 
and dashes. 

The Hallicrafters radio people have come 
out with a dandy little gadget that has 
already found a definite place in this writ- 
er’s shack. It is a “Time Selector,” with 
a circular slider that enables a person to 
determine the time in any part of the 
world. Printed in green and black on a 
white background, it contains much useful 
information on the reverse side. In addi- 
tion, they are also distributing a booklet 
entitled “The Hallicrafters Short-wave 
Listeners Guide.” If you would like a copy 
of each, drop a note to The Hallicrafters 
Co., 4401 West Fifth Avenue, Chicago 24, 
Illinois. Say you saw it in P. FE. 

Roger Legge, Virginia, has prepared a 
Tuning Chart covering the 9-mc. short- 
wave band showing (on the facing page) 
the most dependable stations to be logged 
at night. The chart is based on reception 
in Eastern U.S.A., but the same situation 
should apply in general to the central por- 
tion of the United States. On the West 
Coast, some of the Europeans will not be 
heard and some additional Asiatics will 
be audible. 
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The Venezuelan short-wave stations in 
the 3-mc. band have shifted considerably, 
dropping frequencies to about 3400 kc. in 
order to conform to the revised band allo- 
cation of 3200-3400 ke. Also a number of 
stations appear to be off. Those noted at 
time of writing include: 3265—YVOC, 
3315—YVLI, 3340—YVMU, 3350--YVKT, 
3370—YVMI, 3385—YVQI, 3390—YVKX, 
3400—YVKP, one unidentified on 3325, and 
a probable on 3250. These stations are 
heard best during an ionospheric disturb- 
ance, when reception on the higher bands 
is below normal. In addition, no Latin- 
American broadcast stations are being 
heard between 7000 and 9300 kc., except 


k® 


The SWL receiving station of Charles Sutton, 
Toledo, Ohio. illustrates a compact arrange- 
ment of equipment. The receiver is a Ham- 
marlund HQ-129X with a RME DPB-20 prese- 


lector. A 20-meter dipole is the antenna. 


COBZ on 9025. They have apparently 
shifted to their assigned broadcast bands 
or gone off. 

A relatively new DX Club has been 
formed in Oslo, Norway, and bears the 
name The Heureka DX Club. They publish 
the “Heureka DX Club Bulletin,” which is 
obtainable for 3.50 Norwegian krones or 8 
IRC’s per year (airmail $1.00 or 15 IRC’s). 
The address is The Heureka DX Club, c/o 
Harald Torgard, Nilserudkleiva 15, U. H., 
Oslo, Norway. 

One of the newer stations being heard 
nowadays is the “Windward Island Broad- 
casting Service” on 3395 and 5980. Located 
in Grenada, British West Indies, the sta- 
tion was officially opened by HRH Princess 
Margaret Rose on February 7th. The sta- 
tion uses 3395 with 5000 watts for listeners 
in the four Windward Islands, and 5980 
with 250 watts, designed to cover Grenada 
locally. The apparent schedule is daily 
(possibly excluding Saturday) at 1700-2000 
EST. 

Now for a few of the latest items of gen- 
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31 Meter Band Evening Tuning Chart 


Kilo- Kilo- 
cycles Station cycles Station 
9500 Mexico (XEWW) 9640 Germany 
9505 Brazil (PRB22) 9645 
Panama (HOLA) 9650 Costa Rica (TIFC) 
9510 London New York (WDSI) 
9515 San Francisco 9655 Leopoldville 
(KCBR) 9660 Argentina (LRX) 
9520 Denmark USSR. 
9525 9665 Switzerland 
9530 New York (WGEO) Guatemala (TGNA) 
Cuba (COCO) 9670 Cuba (COCQ) 
9540 Canada (VE9AT) 9675 Brazil (PRC22) 
Peru 9680 Mexico (XEQQ) 
9545 Cincinnati Paris 
Mexico (XEFT) Panama (HOH7) 
USSR. 9685 Brazil (PRA6) 
9550 Prague Boston 
Mexico (XETT) 9690 Argentina (LRA) 
Peru (OAX41) 9695 
Brazil (ZY K3) 9700 Cincinnati 
Bucharest (WLWO) 
R 9705 Brazil (PRH8) 
ome 
Lond 9710 Rome 
ndon 9715 
9720 Brazil (PRL7) 
Netherlands 9725 
9730 
London 9735 Dom, Rep. (HI2T 
Chile (CE960) aie er) : 
Panama (HP5J) 9740 Tangier 
Brazil (ZYC8) Cuba (COKG) 
Norway 9745 Quito (HCJB) 
Tangier 9750 Lisbon 
Sweden 9755 New Delhi 
Cuba (COJK) 9760 Argentina (LRY) 
9625 Brazzaville 9765 
Mexico (XEBT) 9770 Guatemala (TGWA) 
9630 Cabada (CKLO) Belgium 
9635 Tangier London 
Haiti (4VEH) 9775 Brazil (PRL4) 


i TT 


eral interest. All times are Eastern Stand- 
ard, based on the 24-hour clock. 

AUSTRIA: The “Osterreichischer Rund- 
funk” (Austrian Broadcasting System) is 
transmitting an experimental short-wave 
service in preparation for a regular service 
for foreign listeners. The present test 
schedule is 1900-2100 on 7245 (OETI22); 
2130-2300 on 11935 (OEI36); at 0200-0400 
on 5985 (OEI30); 0430-0730 on 7245; 0800- 
1200 on 5985; 1400-1700 on 9665 (OEI23). 
Future plans are to erect short-wave trans- 
mitters with increased power this year 
with at least one of the antennas being a 
directional array beamed on the U.S.A. 
The service appreciates letters and will re- 
ply in English from Singrienergasse 24; 
Postfach 45, Vienna XII, Austria. 

AUSTRALIA: The latest noted changes 
from Radio Australia include: to the 
British Isles and Europe 0100-0215 on 9500 
ke.; 0145-0215 (except Saturday) on 7280; 

(Continued on page 122) 
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YOUR OWN 


HEATH KITS 


INTERESTING—EDUCATIONAL 


~—S> 
ier 3. fi Heathkits are fun to build with the simplified 
easy-to-follow Construction Manual furnished Fy 


with every kit. Only basic tools are required 
such as soldering iron, long-nosed pliers, diagonal 
cutting pliers, and screwdriver, All sheet metal 
work has already been done for you. No cutting, drilling, or painting required, All parts 


furnished including tubes. Knowledge of electronics, circuits, etc., not required to success- ¢ 


fully build Heathkits. 


Neu PRINTED CIRCUIT 


VACUUM TUBE 


VOLTMETER KIT 


‘ ead Ney” 


The VTYM is the standard basie voltage measuring instrument 
for radio and TV servicemen, engineers, Jaboratory technicians, 
experimenters, and hobbyists. Because of its extremely high input 
resistance (11 megohms) the loading effect on the circuit being 
measured, is virtually negligible. The entire instrument is easy to 
build from a complete kit, with a detailed step-by-step Construc- 
tion Manual. Featured in this instrument is an easy-to-wire fool- 
proof printed circuit board which cuts assembly time in half 


CIRCUIT AND RANGES: Full wave AC input rectifier permits 
7 peak-to-peak voltage ranges with upper limits of 4000 volts peak- 
to-peak. Just the ticket for you TY servicemen. Seven voltage 
ranges, 1.5, 5, 15, 50, 150, 500 and 1500 volts DC and AC RMS. 
Peak-to-peak ranges 4, 14, 40, 140, 400, 1400, and 4000 volts. Ohm- 


N¢ iy 
forger "ay 
Mey Pr » Se) ~to. 
: Copanile Pea, 
op aye 
Obs 
circuit iy 
east rinted aster. Ls 
new {or faeuion of 
Dover co’ te eatio® 
ene xact AUP de- 
or Lavo odel. 
veopment: © 
Model V-7 


meter ranges X1, X10, X100, X1000, X10K, X100K, X1 meg. Additional 
features are a db scale, center scale zero position, and a polarity reversal switch. 


IMPORTANT DESIGN FEATURES: Transformer operated—1% precision 
resistors—6AL5 and 124U7 tubes—selenium power rectifier—individual AC 
and DC calibrations smoother improved zero adjust control action—new panel 


Noy- 


Shpg. Wt. 7 Ibs. 


styling and color—new placement of pilot light—new positive contac. battery 


— SS a ead 


mounting—new knobs—test leads intluded. Easily the best 


buy in kit instruments. 
>, senna eea oe 


ena 


The Heathkit Model M-1 Handi- 
tester readily fulfills all require- 
ments for a compact, portable volt- 
ohm-milliammeter. Its small size 
“permits the instrument to be tucked 
into your coat pocket, tool box or 
glove compartment of your car. Al- 
ways the “handitester’ for those 
simple repair jobs. Packed withevery 
desirable feature required in an In- 
strument of this type. AC or DC 
Voltage ranges, full scale 10, 30, 
300, 1000 and 5000 volts. Ohm- 
meter ranges 0-3000 ohms and 
0-300,000 ohms. DC milliam- 
meter ranges 0-10 milliamperes 
and 0-100 milliamperes. Uses 
400 microampere meter—1% 
precision resistors—hearing aid 
type ohms adjust control—high 
quality Bradley rectifier. Test 
Jeads are included. 


MODEL M-f 
$ 50 
14°; 
Shpg. Wt. 3 Ibs. 
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EATH COMPAN 


A SUBSIDIARY OF DAYSTROM, INC. 
BENTON HARBOR 10, MICHIGAN 


puree 


HANDITESTER KIT | 


} ! . . 
| Here is an instrument packed 


Meathhite <i 
MULTIMETER 


1 KIT 
! 


with every desirable service fea- 
ture and all of the measurement 
ranges you need or want. High 
sensitivity 20,000 ohms per volt 
DC, 5000 ohms per volt AC. Has 
the advantage of complete port- 
ability through freedom from AC 
line—provides service ranges of 
direct current measurements 
from 150 microamperes up to 15 
amperes—can be safely operated 
in RF fields without impairing 59950 ange 
accuracy of measurement. 

Full scale AC and DC voltage ranges of 1.5, 5, 50, 150, 500, 
1500, and 5000 volts. Direct current ranges are 150 microamperes, 
15, 150, and 500 milliamperes and 15 amperes, Resistances are 
measured from .2 ohms to 20 megohms in three ranges and db 

j tange from —10 to +65 db. Ohmmeter batteries.and necessary 
4 test leads are furnished with the kit. 


MODEL MM-1 
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essary for ser vive applications. 


DESCRIPTION: The ITeathkit Model SG-8 Signal Generator provides 
modulated or unmodulated RF output of at least 100,000 microvolts 


type 6C4 tube for 409 cycle oscillator. Operation of the SG-8 


Aeathhett MancnNc 
IMPEDANCE 
METER KIT 


The Model AM-1 Antenna Impedance 
Meter makes an ideal companion unit for 
the GD-1B Grid Dip Meter or a valuable 
instrument in its own right. Perfect for 
checking antenna and receiver impedance 
and match for optimum system operation, 
Use on transm:ssion lines, halfwave, folded 
dipole, or beam antennas. Will double as 
monitor or relative field strength meter. 
Covers freq. range of 0-150 Mc and im- 
_ pedance range of 0-606 ohms. Uses 1UU 
microaampere meter and special! calibrated 
potentiometer. A real buy at only $14.50 
5 complete. 


HEATH COMPANY 


A SUBSIDIARY OF DAYSTROM, INC, 


BENTON HARBOR 10, MICHIGAN 
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a 
* TUEKed ¢, 
® cetese mounting Measures only 
: 134," « 6349" x 
cut on haip, me 1134” x 634" x 


1914” and weighs 
only 11 pounds. 


USE: This instrument is “serviceman engineered” to fill the requirement for a - a = 
reliable basic service instrument at moderate cost. Frequency coverage extends 

in five bands from 150 Ke to 110 Mc on fundamentals, and dial is calibrated to 
220 Me for harmonics. Pre-wound and pre-aligned coils make calibration unnec- 


| be controlled by both a continuously variable and a fixed step attenuator. In- 
L ternal modulxtion is ut 400 cycles, or can be externally modulated. AF output of 
2-3 volts is also available for audio testing. Uses dual purpose 124U7 as Colpitts 
RF oscillator an-1 cathode follower for stable, isolated, low impedance output, and 


high definition white fetters on charcoal gray panel with re-designed control knobs. orvaudie eutnut: 
Modern professional appearance and Heathkit engineering know-how combine 
to place this instrument in the “best buy” category. Only $19.50 complete. e 


Broad frequency 


ua n. 
nee *sStonay Sty)ingrel coverage — fun: 


appear, damentals from 


USE: This brand new Utility Scope was designed especially for servicemen 
oe an radio amateurs, and is adaptable for use in all gereral Scope applicas 
p Me wor 4 tions. Perfect for modulation monitoring, etc. Use it to tackle alignment 
as eam Shack, or adjustment problems. Fqually valuable in breadbcard work. A must 
t for ourgseru- for ham shack or for outside servicing. 
a DESCRIPTION: Front panel controls of the 
eee Model OL-1 arc “bench tested" for ease of opera- 
compactignts ~- tion and convenience. Sharp focusing 3” CRT. 
Vente — Bice Printed circuit for ease of assembly and constant 
pect fF. Seid performance. Assembly time cut in half! High 
work Gon. quality electronic components used. Sensitive hor. 
oer and vert. amplifiers with broad freq. response; cath- 
" ode follower for isolation. Push-pull hor. and vert. 
StyIt” Moda output to deflection plates, Int ., 60 cycle, or ext. 
nr, Brayt sync. Sweep freq. range 10-100,000 cycles. Direct 
hy_, connection to deflection plates. Provision for Z 
se Knob ighe “© axis input. Uses 3GP1 CRT, 4-12AU7 hor. and 
: vert. amplifiers, 1-12AX7 sweep gen.. 1-6X4 


Dos LV rect., and 1-1V2 HV rect. The Heathkit 
New printea ‘ 
aus cir r 
$ 29°° Shoo. Wh Sea Bo eonatan 


SSiona] 160 KC to 110 Cathode follower | 


i. . MC in 5 bands autput for good 
—up to 220 MC isolation — fixed 
SIGNAL GENER ar taliratc 


step and continu, 


harmonics. nusty variable 


attenuation. 


a stable 
ich can 


snl] wath Output selection — 
<4 is well within the internal modula- 
frequency limits normally required for service work. Modern styling features 


tion, pure r.f., 


AWeathlet 
‘GRID DIP METER 


( KIT oa, 
\ 


; Amateurs and serv- 
;  icemen have proven 
* the value of this grid 
dip meter many times J 
over, Indispensable 
for locating parasit- 
tics, neutralizing, 
and aligning filters 


and traps in TV or @ GD-1B 


Radio and for interfer- 


from 2 Me to 250 Me Rel 2 
with 5 pre-wound coils. Featuring a sensitive 500 
microampere meter and phone jack, the GD-1B uses 


a 6AF4 or 6T4 tube. An essential tool for the ham 
or serviceman. 


ACCESSORIES: Low freq. coverage to 345 KC with 

two extra coils and calibration curve. Set No. 341A 

for GD-1B and set. No. 341 for GD-14. Shipping 
* weight | Ib. Only $3.09. 
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MODEL SG-8 $ 50 Shpg. Wt. 


rey 


MODEL 


@ Smooth acting Wluminated and precalibrated dial. 
MODEL VF-1 @ GAUE electron coupled Clapp osciliater and OA2 voltage regulator, 
@ 7 Band coverage, 160 through $0 meters—10 Volt RF output, 


$ 50 @ Copper plated chassis—aluminum cabinet—easy to huild—direct 
keying. 
e 


Smooth acting 


’ Ship. Wt. 7 Ibs. — illuminated 

: hpeus dial drive. a 

| ¢ oe Bad appear: 

] Here is the new Heathkit VFO you ber = 

| | have been waltiig for. The perfect 9 “''"* Se CAaeote 
* - Companion to the Heathkit Model calibrating 

{ AT-I1 Transmitter. It has sufficient output to adjustments. 


“ drive any multi-stage transmitter of modern 
, design. A terrific combination of outstanding 
| features at a low kit price, Good mechanical 
4 and electrical design insures operating stability. Coils are wound on heavy duty 
ceramic forms, using Litz or double celiulose wire coated with polystyrene 
cement. Variable capacitor is of differential type construction, especially de- 

by te for maximum bandspread and features ceramic insulation and double 

earings. 

This kit is furnished with a carefully precalibrated dial which provides well 
over two feet of Calibrated dial scale. Smooth acting vernier reduction drive 
insures easy tuning and zero. beating. Power requirements 6.3 volts AC at .45 
amperes and 250 volts DC at 15 mills. Just plug it into the power receptacle 

‘} provided on the rear of the AT-1 Transmitter Kit. The VFO coaxial output 
cable terminates in plastic plug to fit standard 34” crystal holder. Construction {s 
Simple and wiring is easy. 
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Ceramic cot! 
forms 
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condenser. 
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| Aeathlecd AMATEUR TRANSMITTER KIT | 


SPECIFICATIONS: 


Range 80, 40, 20, 25, 21, 10 meters. 
GAG? ....< Oselllator-multiplier- 


MODEL AT-1 | SL6 ‘Ampii FO excltath 

= ..Amplifier-doubler VFO excitation, 
0 AT-1 1 8686 Rectifier. 
105-225 Volt AC. 50-60 cyclen 100 
watts. Size: BY inch high x 131% inch 

950 wide x 7 Inch deep, 
o Prewound coils 
metered 
Ship. Wt. operation. 


16 Ibs, 


Here js a major Heathkit addition to the Ham radlo feld, the : . 
AT-1 Transmitter Kit, ineorporaring many desirable design ee Glen 
features at the lowest possible dollar-per-watts price. Panel 
| Mounted crystal socket, stand-by switch, key click filter, 
} A.C. Nne filtering, good shielding, etc. VFO or crystal excita- 
tion—up to 35 watts input. Built-in power supply provides 
\ 425 volts at 100 MA. Amazingly low kit price includes all 
) circuit components, tubes, cabinet, punched chassis, and 


Bullt-in power 
detailed construction manual. supply. 


a 
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__ Weathéce COMMUNICATIONS RECEIVER KIT, 


RF gain control 
with AVC or 
MVC, 


Single knob —— . output. 
band 
switching. 


Noise limiter— 


standby switeh. SPECIEICATIONS: 
Bange.........535 Ke to-35 Me 


12BE6 +-reeee-Mixer-oscillator 

wee a inch PM 12BA6 .. 1. F. Amplifier 

Electrical ‘ B  Speaker- 12AV6 Detector — AVC — audio 
bandspread , 7 Headphone 12BA6 B. F. 0. oscillator 
‘and scale. Jack. p-- Beam power output 


Stable BFO 


A new Heathkit AR-2 communi- 

cations: receiver. The {desl com- 

panion see tee an Bet BP 

\ Four band Mmitter. Electrical pandspread scale for tuning f 
eo | operation 535 to “= epee and logging convenience. High gain minla- $2550 Li 

——— to 35 Mc. operation, ture tubes and IF fosiormmers {ot ae 

sensitivity and good signal to noise ratio. . 

Construct your own Communications Ship. Wt. 12 Ibs. 


Receiver at a very substantial saving. CABINET: 
Supplied with all tubes. punched and ; 
formed sheet metal Daria. Sbeaker. ee eee | 7] 
circuit components, an etalled step- 4 he iwi 
t A SUBSIDIARY OF DAYSTROM, INC by-step construction manual. ina hips, weight Po) 
5 lbs, Number - 
. BENTON HARBOR 10, MICHIGAN 10, $4.50, assem 
y _ — iF m7 
| ona. erm = = aE i 
98 POPULAR ELECTRONICS 


AmericanRadioHistorv.Com 


vs 


MODEL A-7B 


$1572 S35," 


ee 


Here is 31 outstanding am- 
phfier value. This economi- 
cally p-iced amplifier is 
capable of performance 
usually :ssociated only with 
fur more expensive units. 
Can be nicely used as the 
heart of an inexpensive high 
quality home music system. 
Features inputs for tuner 
and phono (Model A-7C ac- 
commodates a microphone 
by using an additional pre- 
amplifier stage). Separate 
bass and treble boost and 


cut tone controls for just the degree of tonal balance you 
want. The entire kit can be built in a few pleasant hours for 


years of enjoyment. 


Technical features, frequeney response + 114 db 20-20,000 
cycles. Full 6 watts output. Push-pull beam power out- 
put stage. Output transformer impedances 4, 8, and 15 


ohms. Tube lineup, 12J5GT, 12SL7, 
and 128J7 (A-7C only). 


2—12A6, 5Y3GT, 


Alt parts including tubes are supplied along with a 


prefabricated and painted chassis. Detailed step-by-step 


Construction Manual eliminates necessity for special- | 


ize) knowledge. 


MODEL A-7C incorporates a preaniplifier stage with 
special compensated network to provide necessary gain 
for operation with variable reluctance cartridge or mi-  [ 


crophone. $17.50 


QUANTITY 


BROADCAST 
BAND 


Here is the ideal radio kit 
for the student, beginner, or 
hobbyist. If you have ever 
had the urge to build your 
own radio receiver, this kit 
deserves your attention. 
Circuit is transformer oper- 
ated, eliminating shock haz- 
ard usually associated with 
‘economy" AC-DC circuits. 
New high gain miniature 
tubes and IF transformers— 
powerful ferrite core built- 
inred type antenna—chassis 
mounted 514° PM speaker — 
optional operation either as re 


ceiver or tuner and phono input. 


MODEL BR-2 


$17 5° shee. Wt. 


NEW Heathkit ; 
RECEIVER KIT : 


0 Ibs. 


ee Cabinet 


Covers broadcast band 550—1600 Ke. 


12AV6, 1246, and 5Y3 tubes, 


Ss 


Uses 12BK6, 


12BA6, 


CABINET: Proxylin impregnated fabric covered plywood cabinet 
available. Includes aluminum panel, flocked re-inforced speaker 
grill and protective rubber feet, 


(PLEASE 


PRINT) 


91-9, Shpg. We. 


MODEL NO. 


Ur Ow 
of true Fat re ne ey all of the 


¢ BENTON HARBOR, 
ER BLAN K 


5 Ibs. $4.50 


re, 


MICH. 


SHIP VIA 


DD Parcel Post 
CO Express 
O Freight 
C1) Best Way 


PRICE 


Enclosed find 


June, 1955 


( ) check ( ) money order for 
Please ship C.0.D. ( ) postage enclosed for 


ON PARCEL POST ORDERS 
insure postage for weight shown. 


pounds. 


On ‘Express orders do not include transportation charges— 
they will be collected by the express agency at time ot delivery. 


ORDERS FROM CANADA and APO's 
must include full remittance. 


AmericanRadioHistorv. Com ~ oe” 


Edlie for TOP VALUES 


JUST | Newest & Best “Fix-It-Yourself” Aid | 
OUT! | Edlie’s E-Z TV REPAIR GUIDE 


The only Fix-It-Yourself guide made expressly for YOUR TV set! 


Now you ean save costly TV repairs with this new, 
simplified method which includes all necessary data 
for just YOUR set. No confusing, unimportant in- onl 
formation applicable to hundreds of different makes. y 
Simplifies detection of faulty tubes in your TV 

receiver quickly, accurately, 

It’s a terrific idea—It’s a terrific guide! Order 

today and have your set back in perfect condition 


at once. Be sure to send us make and model of 


your TV set when ordering. For most TV sets—new and old. 


=] 5-Tube AC/DC 
| Superhet Radio Kit 


KIT S: Includes all top quality 

components required to con- 

struct this latest design, high- 

ly sensitive S-tube, Ac/dc 

Superheterodyne broadcast re- 

ceiver. Complete with black, 
| glistening bakelite cabinet (ex- 
| cludes wire & solder). 


12BA6, 
$3.25 


a 


Kit of S_ tubes: 


12AT6, 
J2BEG6, 35W4 & SOBS... 


less tubes 


6-Tube Radio Kit 


KIT 6: A great value in a low- 
priced radio kit designed for 
high sensitivity and good tone 
f quatities, Easily constructed cir- 
f cuit. Complete with chassis. all 
parts, hardware, PM speaker (ex- 
cept wire & solder). 


P Kit of 6 tubes: 2516, 2526, 
6SQ7, 6SA7 & - 
IBZ 2) reactions seo meus $3.25 


Write today for FREE Catalog. All mdse. shipped F.0.B. New 
York City, prices subject to change without notice. Include 
20% deposit with C.0.D.'s. 


EDLIE ELECTRONICS 


154A Greenwich St. DI. 9-3143 New York 6, N. Y. 


Find It with 


CONCORD’S 
PORTABLE 


only $2995. Form 


$39.95ea. Wired 


Lowest Priced Precisionf = 
Detector in America! cg 


All that you need is Concord’s New Sensitive Uranium 
Detector and you're in the Uranium Prospecting busi- 
ness! This highly sensitive Uranium Detector uses the 
famous Victoreen 1B85 Counter tube. Detects both 
Beta and Gamma. Uses 3S4 and adjustable spark gap. 
“A” battery good for 96 hours and ‘‘B"’ battery for 
about 300 hours. Kit is complete with pictorial dia- 
grams and simple step by step instructions. Can be 
assembled in about an hour, Earphone included. Less 
batteries. Batteries lor Above .......... Only $ 1,90 
Stock No. PE-M9K....Reg. $52.45..... Only $29.50 
URANIUM DETECTOR WIRED WITH BATTERIES 

Stock NO. PE-M9W....Reg. $67.45..... Only $39.50 


Send For Big Free Catalog! 


Concord Radio 
35 Vesey Street. ‘New York 7. N.Y. Digby 9-1132 
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Kit Builds Electronic Organ’ 


A COMPLETE ELECTRONIC ORGAN in the form 
of a kit has been made available by The 
Schober Organ Corporation. The organ can 
be built by a novice, yet it is a full concert 


instrument with two manuals, 32 pedals, 
19 stops, and 6 couplers. Its operation is 
completely electronic, with no moving 
parts except the keys and controls. Among 
its features are 130 printed circuits. Kits 
for the separate components, such as the 
tone generators, preamplifiers, stop filters, 
and so on, may be purchased separately to 
make budgeting easy. Console, keys, ped- 
als, and bench are designed as furniture, 
appropriate in appearance for the home. 
Write the manufacturer at 35A Dail St., 
New Hyde Park, N. Y., for a booklet con- 
taining full details. —30-- 
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Hi-Fi FM Antenna 


HIGH FIDELITY FM RECEPTION demands 
that the receiver be fed with an adequate 
signal to reproduce all tones and frequen- 


Se, 
; ~~ eed 


£ 


cies broadcast by the FM transmitter. This 
is known as sufficient signal to give ‘full 
limiter action.” For this reason, an FM 
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set operates best with an antenna specifi- | 
cally designed for the 88 to 108 mc. range, 
in combination with what is known as 
“high-gain.” Taco’s new “Twin-Driven” 
Yagi is such an antenna. Designed pri- 
marily for fringe areas, this antenna is 
also used in areas bothered by conflicting 
signals or interference. Consisting of three 
directors, two driven elements, and a re- 
flector. the new antenna is available as 
either a single or stacked array, depending 
on the gain required. Terminal impedance 
matches 300-ohm transmission lines. Full 
particulars are included in a circular avail- 
able from the manufacturer, Technical Ap- 
pliance Corporation, Sherburne, N. Y. —30- 
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Compact 3-Way Hi-Fi Speaker 

LATEST CONTRIBUTION TO HIGH FIDELITY by 
Electro-Voice is the Skylark. This com- 
plete 3-way speaker system is housed in an 
attractive cabinet that may be placed on a 
table, in a bookcase, or on the wall. Like 
its more expensive ancestors in the Elec- 
tro-Voice family, the Skylark uses a mul- 


tiple-horn system. Only 33” wide, 14” high, 
and 10%” deep, the new reproducer incor- 
porates two tapered horn ports which prop- 
erly load the SP8C low-frequency and mid- 
range reproducer from 70 to 3500 cps. 


E-V’s super T35B_ very-high-frequency 
tweeter takes over at 3500 cps to beyond 
audibility. 

Over-all frequency response of the Sky- 
lark is 70 to 15,000 cps +6 db. The SP8C 
coaxia] unit employs E-V’s ‘“Radax” prin- 
ciple whereby the large cone reproduces 
the lower frequencies, and mechanical 
crossover is made to a smaller cone oper- 
ating from 1500 cps upwards. This small 
cone is said to have an amazingly low dis- 
tortion figure—less than 4%. 

The Skylark is priced at approximately 
$90.00 net. Complete information is con- 
tained in Bulletin No. 219, which may be 
obtained by writing to Electro-Voice, Inc., 
Buchanan, Mich. 50— 
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Build the instruments 
the professionals specify. .. 
BUILD EICO KITS-—SAVE 50% 


EICO VTVMs 
in use in labs 
of Stromberg- 
Carlson, 
Rochester, N.Y. 


Vacuum Tube | 
Voltmeter 
KIT $25.95 

Wired $39.95 | 


EICO test instrument kits are 
complete and professional from 
circuitry to front panel—are 
utilized by TV leaders like 
Stromberg-Carlson, CBS-Col- 
umbia, Emerson, etc., leading 


electronic schools and uriver 
sities, and over 60,000 radio- 
electronic servicemen coast to 
coast. 


5” Push Pull 
Oscilloscope 
Kit $44.95 
Wired $79.95 


Exclusive “Beginner - Tested” 
step-by-step instructions make 
it easy, educational and en- 
joyable to build EICO Kits. 
Only basic tools, no electronics 
knowledge required. You build 
"em in one evening—they last 
a lifetime. Exclusive 5-way 
Guarantee on _ imsfructions, 
components, performsnce, life- 
time service and calibration. 
No wonder there are over 4/2- 
million in use the world cver! 


6V & 12V Battery 

Eliminator & Charger 
KIT $29.95 

Wired $38.95 


42 models tochoose from. 
There is an EICO Distributor 
in your neighborhood. Write 
for his address & FREE 
CATALOG PE.-6. 


Prices 5% higher 
on West Coast 


1,000 Ohms/Volt 
Multimeter 
KIT $12.90 

Wired $14.90 


84 Withers Street 
Brooklyn 11, N. Y¥. 
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LAFAYETTE’S 


= R 

BA 

REAR SEAT AUTO SPEAKER KIT 
HEAVY DUTY 67x9”" PM KIT 


wy 


Add another speaker in the rear of your ear! You get a 6”x9” 
PM speaker with a 2.15 Alnico V magnet: a 3 position switch 
for choosing ‘‘rear’’, ‘front’’ or “‘both’'; switch plate and 
bracket, knob, hardware; your choice of brown, grey or silver 
plastic grille; wire and instructions. 
SK-36—Shpg. Wt. 4 Ibs......cccsesceaccecss 
DELUXE 6x9” KIT 


SK-37, with chrome plated metal grill (Fig. B)....... 


A typical Lafayette special for experimenters—stu- 
dents or dealers. Extremely sensitive crystal ‘‘mike’’ 
used in hearing aids and other smal! apparatus. Use 
as lapel “‘mike’’ — miniature transmitter mike — 
bug’’—ete. Brand new! Only 134” by 5/16”! 


peda Net 1.95 
CRYSTAL EAR: PHONE 


Small, alinost weightless, plastic ear phone with 
crystal element, that features high power and 
sensitivity. Ideal for all applications where a 
very high fmpedance unit is preferred. Fits 
comfortably in the ear. Complete with 3 ft. 
Plastic covered cord. 

CAN BE USED AS MICROPHONE 


This unit is so powerful and sensitive that it can 
be used as a close-talking highly directional 
crystal microphone. 

MS-H11... 


NEW POCKET AC-DC. 


Ideal portable unit that meets 
the ‘need for a compact, yet 
ruffed test instrument. Uses 
full 3” rectangular meter with 


) VOM MULTITESTER 
large easy to read scale. 


1,000 ohms per Voit 
1% i resi . 
eled D'Arsonval precision resistors 


move- 
ment. Ranges: 
0.25, 0:1 


it volts 


Dt RW-270 Complete 72 25 


Singly, ea. 9.95 in lots of 3, ea. 9.45 


~ OUTSTANDING 
HI-FI. ACHIEVEMENT 


Will outperform any ampli- 
fier in its price range—or 
your money back! Nothing in 
the Hi-Fi field to equal ft. 


en Net 64.50 ne 
‘send for FREE Ranio caratos 


Lifiyette Rado BRONX.N.Y. | 542 £ Fordham Re 


100 SIXTH AVE. NEWARK.N.J. | 24Central Ave. 


COOMA New YORK, n.y. PLAINFIELD.A.. {aeMest nds 
Include postage with oeder, BOSTON,MASS. | i10FederatSt. 


NOW YOU CAN BUY 
A PROFESSIONAL TYPE 


GEIGER COUNTER 


with transistor-amplified, loud speaker 


Not a toy—not a gadget. Vic-Tic is a full 
size professional Geiger Counter with a 
transistor-amplified. loud speaker, adjust- 
able in tone Pitch. The ideal instrument 
for uranium exploration. Weighs only 3 
pounds and nas 4 sensitivity ranges: (1000, 
10,000 and 100,000 ¢/m, plus extra Sensi- 
Bulletin tive background range). Furnished with an 
VT-27. aluminuin-wall, counter tube, batteries. 
shoulder-strap, instruction manual and Radio Active Sample. complete 
for $125.00. Additional accessories available include SIX PACK of 
high sensitivity Bismuth Geiger Tubes (15 times more sensitive than 
standard tube), hand probe. and deep-hole probe can readily be 
plugged into huilt-in jack. Vic-Tic was designed by the same 
staff of engineers who developed the first instrumentation for Atomic 
Science. Fully Guaranteed. Order now for inimediate shipment. 
S806 HOUGH Reo 


CLEVELAND 3, 


THRIFTY SPECIALS 


6 FOOT LINE CORD WITH PLUG 
TUNEABLE FERITE LOOP ANTENNA 
U.S. ARMY J38 TELEGRAPH KEY 


35 WATT SOLDERING IRON 
UL approval 


FREE COLOR CODE WALL CHART WITH EACH ORDER 


THRIFTY TY SUPPLY COMPANY 
13647 Burbank Bivd. Van Nuys, Calif. 
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Rocket Seeks Radio Data 


ELECTRONIC RESEARCH often takes instru- 
ments—if not men—to areas far off the 
beaten path. The photo shows Navy Viking 
Rocket No. 12 as it blasts off the floor of 
the New Mexican desert at White Sands 
Proving Ground near Las Cruces. Soaring 
144 miles upward, the Viking measured the 

™ physical character- 
istics of the iono- 
) sphere, gathering in- 
formation on how 
radio waves are 
transmitted. During 
its trip it took pho- 
tos and conducted 
many experiments 
—with no human 
being on board. 
Made by Martin 
Aircraft of Balti- 
more, Md., this rock- 
et reached a speed 
of about 4100 miles 
an hour. It weighs 


7% tons and is 45 
bo. feet long. —G0- 


Tape-of-the-Month Club 


A MEMBERSHIP PLAN to furnish music and 
specialty selections on pre-recorded tapes 
has been launched by the first Recorded 
Tape-of-the-Month Club, Inc. Programs are 
prepared on 1200-foot tapes on 7-inch reels, 
the most widely used size for home tape 
recorders. These reels are sold to members 
for only $5.95. Price to non-members is 
$8.95. 

To become a member for a six-month pe- 
riod, a person pays $2.00. For this he re- 
ceives a “Preview” tape every month for 
six months. On the basis of this tape, 
which contains ‘‘coming attractions” of the 
next month’s selection, the member decides 
whether he wants to order the forthcoming 
reel. He agrees to order at least two regu- 
lar monthly tapes during the six-month 
period. In any event, he keeps the “Pre- 
view” tapes which are, themselves, a source 
of entertainment easily worth the $2.00 
membership fee. For every three selections 
he orders, the member may choose an 
additional free bonus tape. 

Selections are usually recorded at 7% 
ip.s. to provide one-half hour of play for a 
7-inch reel. Hour-long productions are 
offered at either 3% ip.s., single track, or 
at 7% ips. double track. Quality and 
fidelity are rated fairly high. For further 
information, write to the Club at P. O. 
Box 195, Radio City Station, New York, 
IN. Ya 
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"BASIC ELECTRONICS" by Van Valken- 
burgh, Nooger and Neville, Inc. Published 
by John F. Rider Publisher, Inc., New 
York, N. Y., in five volumes. with a total of 
518 pages. Paper bound. Price per vol., 
$2.00; for set, $9.00. 

These volumes form the second part of a 
ten volume set covering basic electricity 
and electronics, of which the first part was 
reported on previously (May issue). The 


present five volumes cover the ground up | 


through basic receiver circuits. 

Like its companion set on “Basic Elec- 
tricity,” this one is extremely well pre- 
pared and superbly illustrated. The con- 
certed efforts of a skilled group of writers 
and artists went into the preparation of 
the books, which were produced originally 
for use in the U. S. Navy's training pro- 
gram. A complete beginner, having no pre- 


vious technical training, can readily learn | 


the fundamentals of the subject. 

Each page presents a complete “unit” of 
work, or basic concept in electronics. Suf- 
ficient experiments are provided so that 
theory is adequately balanced with actual 
practice. 

Volume 1 introduces the subject of elec- 
tronics. Volume 2 covers tubes and simple 
amplifier circuits, while Volume 3 takes up 
advanced amplifiers and oscillators, and 
Volume 4 treats transmitters and modu- 
lators. Volume 5 concludes the set with 
the theory and building of receivers, and 
furnishes the reader with excellent pro- 
cedures for troubleshooting. 


Le 


"LICENSE MANUAL FOR RADIO OPER- 
ATORS: A GUIDE TO FCC EXAMINA- 
TIONS" by J. Richard Johnson, W2BDL. 
Published by Rinehart & Co., Inc., New 
York, N. Y. 430 pages. Price $5.00. Cloth 
bound. 

Here, in one volume, is complete infor- 
mation on how to qualify for a commercial 
radio license. This book presents questions 
and full, clear answers to the problems 
that comprise the eight parts of the FCC 
examinations. Known as “elements,” these 
eight parts cover basic law, operating prac- 
tice, basic radiotelephone, advanced radio- 
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Your 

High Fidelity 
Cyetom 

Will 

Cound Better 


ROCKBAR CORPORATION Dept. JF-4 
215 East 37th Street, New York 16, N. Y. 


Please send complete description of 
Goodmans High Fidelity loudspeakers. 


Address 
City ZOMG. SHOl Cicesctereeeee 


My Dealer is 
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ELECTRONIC SUPPLIES 


. . 
For Experimenters—Service—Industry 
Clean Useful items sold on satisfaction Guar- 

anteed basis. WHOLESALE OR RETAIL. 
GEIGER MULLER COUNTER TUBE—Type USN-CY-BS-6. Mica 
window high sensitivity, high voltage counter tube, Self Quench- 
ing for Beta and Gamma radiation. Geiger voltage threshold 


ea. 


Resonant Cavity UHF assembly—with fitting—Brand New 

pe ae eae E = -,--51.49 ea. 
Pocket Battery Tester—'‘King Sol’’ Worth $8.00 ea. Brand New, 
boxed. instr. sheet. Precision designed ammeter will accept 
batteries and give actual dynamic indication of condition 


$.79 e2.; 
pats 3 for $2.00 
Buzzer—type Z2—150V 60Cy. Removed fr. unused equip. 

i f 3 312x31~ $1.00 
RF Sig. Gen. type LAE-1; Input 115V~60cy. freq. 500-1400 
mefacyeles w/callb curve, Excellent. . " $99.50 
SMALL PARTS, TUBE VALUES 


BAS twin triode UHF... 4 3/$1.00 
1629 Magie Eve » 7/$1.00 
IN22 diode. New. . on ery sae -3/$1.00 
IN34 diode, New re * 4.8 -2/$1.00 
Phone cushion red/wht trim... ++ +.$.98 
SM Chassis 8,000 Ohm retay.... i aie das fueys 2 OO 
Paper tubular Cond,...... 46 5 Boe 50 $1.00 
Electrolytic Cond. cans Multiple type, Fresh 6 $1.00 
Infra Rea Filter MC-430. 1%4" dia. . : . 2/$1.00 
Asstd. precision resistors 1% rere ee doz. $1.00 
W.E. Ouncer Xformer Ratio 2.5-1 seeeRd 2/$1.00 
Haydon motor 24VAC 1 /12RPM Worth $8.00. . NEW $1.00 
Electrolytic—tubwar, IMFD. 50VDC....... . .20/$1.00 
Term'l BD, 12 Turret lugs—Silv. plate - Doz. $1.00 


Miniature Xformer, 9 Porcetain term's, 
used with transistors. a 

Throat Mike, Carbon w/i New 
M 


schematic on case. us 
».--$.98; 10/$9.00 


fT. ARSE inde, ote : $1.00 
Resistor, Keolohm—i0W, 4K. 105000000020 DILIDDI0! 20/3100 
Include Postage with Order 
REX RADIO SUPPLY 
88 Cortlandt St. New York 7, N. Y. CO 7-1617 
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telephone, radiotelegraph operating prac- 
tice, advanced radiotelegraph, aircraft ra- 
diotelegraph, and ship radar. 

The answers to the questions are given 
in the form used when taking the examina- 
tions, In addition, the book is indexed to 
provide a ready reference guide to the 
hundreds of topics involved in radio, 

An important feature is the inclusion of 
an appendix which provides up-to-date ref- 
erences to the laws governing radiotcle- 
phone and radiotelegraph communication, 
taking into account all recent changes in 
the law, Another appendix divides the 
questions into groups corresponding to the 
subjects of a conventional course in basic 
radio. 

While no substitute for the study, prepa- 
ration, and basic knowledge essential to 
passing FCC exams, this book can make 
such study and preparation far simpler and 
more valuable to the licensee. 


te 


"AN APPROACH TO RADIO" by J. B. 
Shrewsbury. Published by Electronic In- 
dustries, Princeton, Ky. 288 pages. Price 
$2.95. Cloth bound. 

This volume is unique and valuable for 
its “down-to-earth” handling of the sub- 
ject of radio. The reader gets clectronic 
theory but in very palatable doses. Refer- 
ring to familiar things, the text never be- 
comes so involved as to depart from the 
over-all subject. 

Topics covered include the general con- 
cepts of radio transmission and reception, 
audio oscillators and amplifiers, simple re- 
ceivers and transmitters, and power sup- 
plies. Drawings and explanations are pain- 
stakingly lucid, enabling the beginner to 
conduct many experiments and build many 
basic circuits. Thus, the book may be used 
as a guide for hours of interesting experi- 
ments, or simply as a general information 
source. 


ee 


"THE RADIO AMATEUR'S HANDBOOK" 
by the Headquarters Staff of the American 
Radio Relay League, West Hartford, Conn. 
32nd edition. 768 pages. Price $3.00. Paper 
bound. 

Published continuously since 1926, this 
handbook has become almost as much of 
an institution as amateur radio itself. The 
book is internationally recognized and 
widely consulted by all segments of the 
radio world. So many subjects are treated 
within its covers that it has become one of 
the leading reference works in the field. 

While primarily aimed at the need for 
theory, equipment know-how, and proced- 
ural activities of the amateur, the hand- 
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book is full of valuable data that is ap- 
plicable to many other phases of radio 
communication. The section on basic radio 
theory constitutes one of the best treat- 
ments of this subject available anywhere. 
Other subjects covered are the history and 
operating procedures of amateur radio; 
basic experimental data; and advanced 
theory together with practical construction 
details on transmitters, receivers, trans- 
mission lines, antennas, power supplies, ctc. 

Among the chief revisions of the new 
edition are those in the vacuum tube tables 
and base diagrams. Sixty-seven new tube 
types have been added to the miniature 
tube section alone. The chapters on v.h.f. 
theory and equipment have been revised 
to provide greater clarity as well as in- 
formation on new techniques. 

The book is amply illustrated with over 
1300 photographs and diagrams. Included 
is a catalog section that covers most com- 
mercial equipment and parts. 
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Free Literature Roundup 


A HELPFUL NEW BOOKLET suggesting cus- 
tom installations for television (particular- 
ly interesting to hi-fi enthusiasts) has been 
published by Conrac, Inc., manufacturer of 
Fleetwood Custom TV sets. Entitled “A 
Fleeting Glance at Fleetwood Custom Tele- 
vision,” the booklet contains photos of in- 
stallations and brief explanations of each. 
Both conventionally controlled and re- 
motely tuned sets are featured. A copy 
may be had by writing to the company at 
Glendora, Calif. 


PUBLICATION OF “‘CATALOG No. 41” has been 
announced by Servo-Tek. This 36-page cat- 
alog lists many new servo motors, motor 
tachometers, synchros, etc., as well as a 
new line of special transformers for use 
with grid-controlled rectifiers. Nearly all 
prices have been substantially reduced 
from those shown in previous editions. For 
a copy, write to Servo-Tek Products Co., 
Inc., 1086 Goffle Road, Hawthorne, N. J. 


- Puastic “SEE-THRU” DRAWERS and other 
workshop equipment are featured in a new 
catalogue available from General Industrial 
Co., 5737 N. Elston, Chicago 30, Ill. —30}- 


4c HOME-CRAFTSMEN 


EASY TO BUILD 
30 KEYS 
3 TUBES - 2 WATTS 


The SOLOTRON Ga 
29641 GILCHRISTay. 
FARMINGTON, MICH. 
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WHAT’S NEW 


in Magnetic Recording? 


BIGGEST ADVANCE in magnetic recording in 
years! That’s what experts are calling new Extra 
Play Magnetic Tape 190, the revolutionary record- 
| ing tape developed by “SCOTCH” Brand. Thinner, 
| but made with strength to spare, new Extra Play 
Tape gives you 50% more recording time. That 
means you can now record longer broadcasts, 
concerts, dramatic performances without annoy- 
ing interruptions for reel change. 


| @:¢3 


TWO REELS of new “SCOTCH” Brand Extra 

| Play Tape offer as much recording time as 3 reels of 

conventional tape... plus a generous 3 db. boost in 

the high frequency range. So, it’s easy to understand 

why Extra Play Tape is already the favorite with 
high-fidelity fans across the country. 

YOU’LL NOTICE a crisper tone, more brilliant 
sound on new Extra Play Tape. It’s the result of 
“SCOTCH” Brand’s exclusive oxide dispersion 
process. By laying fine-grain oxide in a neat, orderly 
pattern, “SCOTCH” Brand is able to pack in 
thousands of additional particles — to produce a 
super-sensilive magnetic recording surface. Yet, 
it’sactually 50% thinner than conventional coatings 
used bv other long play tapes. That’s important to 
remember when buying. Because leading engineers 
are aware that a thinner, more potent oxide coating 
is essential for improved results with long play tapes. 

SEE THE DIFFER- 
ENCE yourself! Here’s 
an artist's conception of 
iwo oxide coatings seen 
by an electron photo mi- _ 
croscope. At left, old-fashioned coating still used by 
most long play tapes. Compare this jumbled surface 
with neat pattern at right. “SCOTCH” Brand's 
unique dispersion method packs in thousands of addi- 
tional particles to give it sound superiority. 

FREE BOOKLET! Puzzled by the eV 
technical words being used in tape a 
recording circles? Then you'll want ; 
to own the fascinating new booklet, Ripe! § 
“A Glossary of Tape Recording eae 
Terms”. This 8-page edition clearly == 
explains many of the complicated expressions used 
by sound experts. Get it absolutely free of charge! 
Just write to: Box 103 % Popular Electronics, 366 
| Madison Ave., New York City, giving your name 
and address. We'd like to hear your comments 
about this column, too. Would you like to see it 
continued? 
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THE TERM '*SCOTCH” AND THE PLAID DESIGN ARE REGISTERED 
TRADEMARKS FOR MAGNETIC TAPE MADE IN U.S.A. BY MINNESOTA 
MINING AND MFG. CO., ST. PAUL 6, MINN. EXPORT SALES OFFICE: 


| 
09 PARK AVENUE, NEW YORK 16, N.Y. 
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SUPER METER 


A COMBINATION VOLT-OHM MILLIAMMETER PLUS 
CAPACITY REACTANCE INDUCTANCE AND DECIBEL MEASUREMENTS 


SPECIFICATIONS: 
D.C. VOLTS: 0 to 7.5/15/75/150/750/ ® 
1,500/7,500 Volts ADDED FEATURE 
A.C. VOLTS: 0 to 15/30/150/300/ Built-in ISOLATION TRANSFORM- 


1,500/3,000 Volts aa : 
OUueDY eure 0 SURAOENINUO! ER reduces possibility of burning 


1,500/3,000 Volts out meter through misuse. 


D.C. CURRENT: 0 to 1.5/15/150 Ma. 
0 to 1.5/15 Amperes 


RESISTANCE: 0 to 1,000/100,000 Ohms 
0 to 10 Megohms The Model 670-A 
CAPACITY: .001 to 1 Mfd. 1 to 50 Mfd. comes housed, in a $ 
(Good-Bad scale for checking quality rugged crackle-fin- 
of electrolytic condensers.) a 


Superior’s new 


Model 670-A 


Tes ke 


ished steel cabinet 
REACTANCE: 50 to 2,500 Ohms 2,500 complete with test NET 
Ohms to 2.5 Megohms idstis vend vonenatine 


INDUCTANCE: .15 to 7 Henries 7 to instructions. 
7,000 Henries 


DECIBELS: —6 to +18 +14 to +38 
+34 to +58 


’ 
fun toe 


akan 


Superior’s new 
Model TV-50 


A versatile all-inclusive GENERATOR which provides ALL the outputs for servicing: 
A.M. Radio ¢ F.M. Radio @ Amplifiers ¢ Black and White TV © Color TV 


7 Signal Generators in One! 


VR. F. Signal Generator for A.M. V Bar Generator 
V Cross Hatch Generator 


VR. F. Signal Generator for F.M. ‘Soler Dov Pattern Generate 


V Audio Frequency Generator V Marker Generator 
R. F, SIGNAL Gees VARIABLE AUDIO FRE- BAR GENERATOR: The 
TOR: Model TY-5! : 
Gancineter provides! com: QUENCY GENERATOR: In Model TV-50 projects an 
plete coverage for A.M. addition to a fixed 400 
and F.M. alignment. Gen- cycle sinc-wave audio. the ecg lam Barern foHveny. 
erates Radio Frequencies TV Receiver Screen. Pat- 
from 100 Kilocycles to Model TV-50 Genometer % i 
60 Meracycles en ao provides a variable 300 tern will consist of 4 to 
mentals an rom ‘: 
Megacycles to 180 Mega- cycle to 20,000 cycle 16 aoe bars or 7 
cycles on Powerful har- Peaked wave audio signal. to 20 vertical bars, 
monics. 
CROSS HATCH GENERATOR: DoT (PATTERN FA MARKER OE NEE ATOR ane THE MODEL Ty-50 
TOR R : F Model TV-50 includes al e L lutely 
The Model TV-50 Genometer though you will be able to most frequently. needed a eae shies 
will project a cross-hatch use most of your regular marker points. The fellow- P 
rattern any TV ict standard equipment for ing markers are provided: ed iIeads and operat- 
on iy Picture servicing Color TV, the one 189 Ke.. 262.5 Ke. 456 ing instructions. 
tube, The pattern will con- addition which is a ‘must’? Ke., 600 Ke., 1000 Ke., NET 
sist Of non-shifting hort- is a Dot Pattern Generator. 1400 Ke., 1600 Ke., 2000 
The Dot Pattern projected Ke., 2500 Ke., 3579 Ke,, 
zontal and vertical lines in- on a color TV Hak dh 4.5 ee + Me., 10.7 Me., 
tube by the Mode 'V-50 (3579 Ke. is the color burst 
terlaced to provide a stable will enable you to adjust frequency), ONLY 
ecross-hatch effect. for proper color convergence, 


SHIPPED ON APPROVAL 
NO MONEY WITH ORDER — NO C.0.D. 


Coosa nr aa a ae eS ES SH. 


Try any of the above in- 


ments 10 days be- MOSS ELECTRONIC DISTRIBUTING CO., INC. 1 
Saha oe ae ie | Bept. p-137, 3849 Tenth Ave., New York 34, N. y. { 
teres Please send me the units checked. I agree to pay Name ...., me -aeie ae hon ME ew mga halla pg. See qersionswipes 
pletely satisfied then send | down payment within 10 days and to pay the monthly ue veoe | 
down payment and pay | balance as shown. It is understood there wal be no | 
alg 3 ; nance, interest Or any other charges. Provide send 
balance as indicated on i my monthly payments when due. “it ls further Naat Address ..... ri Siri 5 a a} Pe dee a : 
coupon. No Interest or one Pee should 2 fail to poake BAY mieneawhan due, | 
the full unpaid balance shail become immediately due 
Finance Charges Added! If | sha payable. é City Pas dwcidee aa Zones sow State al 
not completely satisfied | Misael S70-A Banat @ ies Total Price $28.40 Mode! TV-50 days.” atetal Price, $47.50 
4 ; x -40 within 10 days. Balance $3.50 month- . within 10 days, Balance . month. 
return unit to us, no ex 1 LJ ly for 6 months. be ty for 6 months. | 


planation necessary. ee ee ee ee ee ee ee ee ee ee ee ee 
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Superior's new 


Model TY-11 


% Tests all tubes including 4, 5, 6, 7, 
Octal, Lock-In, Peanut, Bantam, 
Hearing Aid, Thyratron ‘Miniatures, 
Sub-miniatures, Novals, Sub-minars, 
Proximity fuse types, ete. 


%& Uses the new self-cleaning Lever 
Action Switches for Individual ele- 
ment testing. Because all elements 
are numbered according to pin- 
number in the RMA base numbering 
system, the user can instantly iden- 
tify which element Is under test. 
Tubes having tapped filaments anid 
tubes with filaments terminating In 
more than one pin are truly tested 
with the Model TV-11 as any of 
the ping may be placed in the neu- 
tral position when necessary. 


%& The Model Tv-11 does not use any 
combination type sockets. Instead 
individual sockets are used for each 
type of tube. Thus it is impossible 
te damage a tube by inserting it 
in the wrong socket, 


EXTRA SERVICE the Model Tv-11 
may be used as an extremely sensitive 
Condenser Leakage Checker. A relaxa- 


SPECIFICATIONS: 


%e Free-moving bullt-in roll chart pro- 
“ vides complete data for all tubes. 


% Newly designed Line Voltage Con- 
trol compensates for variation of 
any Line Voltage between 105 Volts 
and 130 Volts. 


% NOISE TEST: Phono-jack on front 
panel for plugging in elther phones 
or external amplifier will detect ml» 
crophonic tubes or noise due to 
faulty elements and loose internal 
connections. 


The model 
TV-11 operates 
on 105-1390 
hd 60 Cycles 
ic. ° s 
housed in @ NET 
beautiful hand- 
inet complete 


with portable 
cover. 


tion type oscillator incorporated in this 
model will detect leakages even when 
the frequency is one per minute. 


The New Mode! 70 UTILITY TESTER 


FOR REPAIRING ALL 


wt @ 


LeAm sox 


13 amr 


Model 70: 


Measures A.C. and D.C. Voltages, A.C. and @ 
D.C. Current, Resistances, Leakages, etc. e 
e 
e 


Will measure current consumption while 
the appliance under test is in operation. 


ELECTRICAL APPLIANCES 
MOTORS * AUTOMOBILES * TV TUBES 


As an electrical trouble shooter the As an Automotive Tester the Model 70 


will test: 


Both 6 Volt and 12 Volt Storage Batteries 


Generators @ Starters @ Oistributors 
Ignition Coils @ Regulators @ Relays 
Circuit Breakers @ Cigarette Lighters 


@ Stop Lights @ Condensers @ Directional 


Incorporates a sensitive direct-reading re- 
sistance range which will measure all re- 


Signal Systems @ All Lamps and Bulbs @ 


sistances commonly used in electrical Fuses @ Heating Systems @ Horns @ 


appliances, motors, etc. 


Leakage detecting circuit will indisate 
continulty from zero ohms to S megohms 
(S,000,000 ohms). 


Witl Test Toasters, Irons, Broilers, Heat- 
ing Pads, Clocks, Fans, Vacuum Cleaners, 
Refrigerators, Lamps, Fluorescents, Fans, 
Switches, Thermostats, etc, 


WIL test all Tv tubes for open filaments, ogy 


Thter-element shorts, burned out tubes, etc, etc. 


Also will locate Poor grounds, breaks in 
wiring, poor connections, etc. 


Handsome round-cor- 
nered molded bakelite 
case, Sia" e5VQ"r2Y4". 
Complete with all rei 
leads. Also included is 
a 64 poge book giving 
detailed instructions for NET 


testing all electrical ap- 
Pliances, automotive 
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ipment, TY tubes, 
Only 


SHIPPED ON APPROVAL 
NO MONEY WITH ORDER —NO C.0.D. 


Aiimmmensnce «= aR CRN CR OSPR RAINS SRE DT ETN 
Tey hyo Cath eta boveRine ‘<==—= ees es ee ee ee a ee 
struments for 1€ days be- MOSS ELECTRONIC DISTRIBUTING CO., INC. 
% If Dept. 0-137, 3849 Tenth Ave., New York 34, N. Y. l 
fore you buy. com- Please send’ me the units checked. I agree to pay N 
pletely satisfied then send | down payment within 10 days and to pay the monthly AMO spe rece rereeceener eres ees eee COs ee | 
down payment and a balance as shown. It is understood there will be no 
i a pay | finance, interes: or any other charges, provided I send ] 
balance as indicated on er pean men due, It is wale er AdPOSS «ene vecteeer ner edeterenenrneee 
Bto. nat stioul ‘a make payment when due. 
coupon. Ne Interest or | the full unpaid balance shall become immediately due I 
Finance Charges Added! If | and peyable. City Zone State | 
not completely satisfied Model TV-11. te aeas. TOtal Price $47.50 Model 70.. ays prea fa ais Total Price $15.85 
return unit te us, no ex- | $11.50 within 10 days. Balance $6.00 month- $3.85 within 10 days. Balance $4.00 month- | 
a ig ly for 6 months, ly for 3 months. 
planation necessary cc ee ee ee ee ee ee es ee ee ee eee ae 
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IT’S NEW! IT’S FREE! 


1955 Walter Ashe Catalog 
of Radio, Electronics and TV 


The Treasure 
Chest of Values! 


Features all the leading brands 
af Communicatian Equipment, 
Test Instruments, Build-it-Y ourself 
Kits, Hi-fi, Sound and Recording 
Equipment, Radia, Electronics and 
TV Parts and Supplies for every 
conceivable need... in stock 
~—ready for immediate delivery. 
A “must” for experimenters, ama- 
teurs, servicemen, engineers, 
builders and “hi-fiers.” 


Send for your 


FREE Copy 1125 PINE ST. © ST. LOUIS 1, MO. 

y= ==22=5 MAIL COUPON TODAY! :==aammmmy 
I WALTER ASHE RADIO CO. PE-6-55 
. 1125 Pine St., St. Louis 1, Mo. i 
a C1 Rush FREE Copy of New 1955 Catalog. 1 
ty 1 
r ome. = _ — i 
I Address. aft : 
BE City. Zone Stote 1 
a eee ee ee lee | 


IN GOLD! 


Hundreds of thousands in use daily! A handy 
voltage indicator of unlimited use. Takes the 
Place of costly, delicate instruments. Carry it 
in your pocket, or drop it in your tool box— 
it’s always ready for use! 

RUGGED! Neon-lamp indicator stands over- 
loads, mechanical shocks, and lasts a lifetime. 
Practically indestructible! 

ACCURATE! Measures AC or DC. Indicates 
2-3 volt difference at 110 volts. Checks fuses, 
continuity, shorts, live wires, grounds, voltage 
drops, ete. 


/ if MODEL 400f including $275 
LL p72" insulated leads and 375 


test prods. List 


Order from your distributor. 
Write for free catalog... 


INDUSTRIAL DEVICES, INC. 
Edgewater, N. J. 
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PLUG-IN COIL FORMS 

THE BAKELITE BASES of burnt out glass 
vacuum tubes may be used as inexpen- 
sive plug-in coil forms. Octal tubes fur- 
nish a source of 8-pin forms while older 
types, such as the type 80 rectifier and the 
type 76 triode, furnish 4- and 5-pin bases. 
To remove the base, first wrap the tube in 
a cloth to prevent flying glass, then strike 


the bulb two or three sharp blows with a 
hammer. Cut the support leads of tube 
electrodes with a pair of side cutters. Chip 
out glass and cement remaining in the base 
with a pocket knife or small cold chisel. 
Finally, remove the electrode leads by 
holding a hot soldering iron against the tip 
of each pin in turn and pulling out the 
lead wires with a pair of long-nosed pliers. 


DRILL PRESS SAFETY SWITCH 

Tuls SAFETY SwitcH for a drill press 
has two advantages, It prevents unauthor- 
ized used of the drill press, and it also 
makes sure that the chuck wrench has 
been removed before the power is turned 
on. Should the wrench be left hanging in 


the drill chuck, there's no chance that the 
motor will be turned on, causing the 
wrench to be thrown out violently. 
Connect an outlet in series with one side 
of the drill press power line. Then the 
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motor can’t be turned on unless this outlet 
js shorted. The “interlock” is a simple rub- 
ber-insulated male plug with the terminals 
shorted together, taped to the handle of 
the chuck wrench. 


CIGARETTE CASE HOLDS PARTS 

MANY SMALL DRILLS, grinder tips, and 
brushes which are used with a light hand 
tool may be kept in place or carried in the 


pocket in a plastic cigarette case. Even 
when hand tool and parts are stored in one 
larger case, the cigarette container will be 
convenient. Use as many such containers 
as are needed. A label, indicating the con- 
tents of each container, will speed the 
work. 


PAPER CLIP AIDS TEST LEAD 

A PIECE OF SPRING WIRE, such as a Pa- 
per clip, bent into the shape shown in 
the illustration and slipped on the end of a 
test lead, makes a good device for main- 
taining contact between the test tip and 


the circuit. The part that is wound around 
the test prod may be soldered to it, mak- 
ing a permanent installation. The part so 
used should be wound on a slightly smaller 
diameter prior to slipping it on the test 
prod; it may be expanded slightly for a 


tight fit. 


MULTIPLE OUTLETS FOR 
WORKBENCH 

IF THE ELECTRICAL OUTLET for a work- 
bench is a tangle of cords and double sock- 
ets, use a length of “zip” cord with the new 
slip-on type connectors for a multiple out- 
jet. These molded connectors can be found 
at most hardware and dime stores. A 
length of such cord can be strung along the 
rear of the bench, and as many outlets in- 
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electricity 


—_ basic electronics 


THE EASY “PICTURE BOOK” WAY! 


ust Released: The fabulous 
LLUSTRATED Training Course 


_now used by the U, S. Navy! 


Over 25,000 Navy trainees have already learned Basic 
Electricity and Basic Electronics this easy, “Picture 
Book” way! Now, for the first time, YOU can master 
the basics of Electricity and Electronics with this 
same “Learn-by-Pictures” training course! Over 1,700 
simple, easy-to-understand drawings explain every 
section—these “teaching” pictures actually make up 
more than half the entire course! No other Basic 
Electricity or Basic Electronics course in America 
uses this revolutionary illustrative technique! You 
learn faster and easier than you'd dream possible! 


A Complete Idec on Every Page 


Here’s how this easy, illustrated course works: every 
page covers one complete idea! There’s at least one 
big illustration On that same page to explain it? 
What's more, an imaginary instructor stands figura- 
tively at your elbow, doing “demonstrations” that 
make it even easier for you to understand. Then. at 
the end of every section, you'll find review pages that 
highlight the important topics you've just covered. 
You build a thorough, step-by-step knowledge at your 
own pace—as fast as you yourself want to go! 
Everyday Efiglish--A Course Anyone Can Understand, 

Sponsored by the Navy to turn Out trained techni- 
cians in record time. this modern course presents 
Basic Electricity and Basic Electronics in a simple 
way that everyone can grasp—regardless of previous 
education! Every phase is made instantly clear—ex- 
plained in plain, down to earth English—with hun- 
dreds of easy-to-understand illustrations to help you! 


10 Complete Volumes 


Volumes 1 and 2 of ‘Basic Electricity’ cover DC 
components and circuits; Volumes 3 and 4 cover AC 
components and Circuits; Volume 5 covers AC and 
DC motors and machinery. 

Volume 1 of ‘Basic Electronics’ covers Diodes & 
Power Supples; Vols. 2 and 3 cover Amplifiers & 
Oscillators; Vols. 4 and 5 cover Transmitters & 


Receivers. 
- Home Study Without Correspondence 


This course is so different, so complete—there's no 
need for the usual letter writing, question and answer 
correspondence! Learn at home—at your Own pace! 
10 Day Examination--Money Back Guarantee 
Send today for these exciting new training COurses— 
you risk nothing? When you receive the volumes, 
examine them in your own home for 10.full days. It, 
at the end of that time, you're not completely satis- 
fied. simply return the books to us and we'll gladly 
refund your full purchase price! Total cost for either 
§-volume course is Only $9.00! In Canada, prices 
approximately $% higher. 


ORDER TODAY! 
These books are sold by electronics parts jobbers 
and book stores. If YOUR dealer doesn’t have 
these books, mail this coupon to us! 


JOHN F. RIDER PUBLISHER, INC. 


1 
1 480 Canal Street, N.Y.C. i 
} Please RUSH me sets of “Basic Elec- 
H tricity” @ $9.00 per set. and, _ Sets i] 
of ‘Basic Electronics” @ $9.00 per set. I 
I understand that [ may return the books i 
within 10 days and receive a complete re- t 
1 fund of my full purchase price. 
! Name : 
\ Address i 
City & State P2 
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THE NEW DALTON Model 0-500 ELECTRIC 


PORTABLE JIG SAW 


7 SAWS IN ONE! 


does the work of a RIP... 
G 


and KEYHOLE SAW 
CUTS ANY MATERIALI 
SAWS ANY SHAPE! 


RIPS and CROSS CUTS “ga 
Makes fast, smooth cuts. 


Specially built Dayton motor assures 
Smooth, steady cutting. A built-in com- 
Poees0r blows sawdust away from guide 
ne. 


SPECIFICATIONS 
to 1 gear reduction. e AT gears hardened steel. 
° Motor exposed for cool running. e Oilite bronze bear- 
) rings. e Air Js pumped from top down through the center 
section, cooling unit as wel} as Sowing Savdust from line. 
Complete with 5 
Ls CUTS uae od — plastics — metals — different blades 
pppesteton Soards — hard rubber and 00 
others, 
iT Bete circles — curves = straight 
lines — intricate designs. 


SHIPPED ON APPROVAL 
NO MONEY WITH ORDER —NO CO. D. 


Bey. It ten days bee ' KAPNER HARDWARE, INC, 

completely satished + Dept. A-137, 2268 Second Ave., N. ¥. 29, WL ¥. 
en hee sae i H Please rush one D-500 Jig Saw. I agree 
rate of $11,00 per ¢'°, Pay $15.00 within 10 days after re- 
month for 3'months 4 Cceipt and $11 per month thereafter. 


—No_ tnterest or 4 
Finance Charges 1 Nome 


pletely gavianients re- | Addrew 

turn to ex- 9 

Planation Receenary. toy __._.__. _. Zone State 
eaweenantawereesecosnaace 
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REPEAT SALE BY 
POPULAR DEMAND 


FAMOUS 
HI-FI 
3-SPEED 
AUTOMATIC 
PHONO 

3 SPEAKERS 


» Deluxe 3-speed automatic recotd 

K player with speaker cross over 

% network for true high-fidelity. 4 Nationally 
% tube amplifier scientifically de» Advertised 

# signed to reproduce from 20 to for $139.95 
w 20,000 cycles. Automatic shutoff 

for amplifier when last record CLOSE OUT 
% has played. Beautiful mahog- PRICE! 


x any cabinet with luxurious 
m woven grill, Dimensions: $ 50 
@ 1774" x 157%" x 11. Weight 


#30 Ibs. 
: Write Dept. PE-6 for FREE catalog. 


STEVE-EL Electronics Corp. 


61 Reade St. New York 7, N.Y. 


=. nn 


stalled as there are equipment and elec- 
trical tools. Although no one would nor- 
mally have enough equipment turned on 
to overload such a line, do make sure that 


the total of the current drawn at any one 
time through such a multiple-outlet cord 
does not exceed 742 amperes. A _ close- 
enough figure for this amperage can be ob- 
tained by dividing the power consumption 
in watts of each unit by the line voltage, 
usually 117 volts. A total of under 800 
watts should be safe. In using such a cord, 
make sure other appliances connected to 
the same line elsewhere do not exceed the 


safe rating for the circuit. 


GRAPH PAPER DIAL 
A HANDY ACCURATE DIAL of any diameter 
can be made from “polar coordinate graph 
paper” obtainable at all drafting supply 


| stores. Since the sheets are the size of 


usual letterhead paper, appropriate num- 
bers may be typed on them to denote values 
or readings. 

The paper should be cut to the desired 
diameter and cemented to the panel with 
rubber cement. A sharp pointed knob will 
make an excellent indicator. To dress up 
the panel the constructor can cover the 
graph paper with a thin sheet of lucite 
plastic. 


SPRING CLAMPS HOLD WORK 

THOSE WHO HAVE TROUBLE SOLDERING be- 
cause the work skitters all over the bench 
should make some of these spring clamps. 
An old bedspring will make dozens, and 


they will be useful for gluing, too. For 
| soldering, they have an advantage over 
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conventional iron clamps, since they do not 
carry away any of the heat. In cutting the 
circles out of the stecl bed springs, use heavy 
pliers and grip the wire all the way into 
the jaws. For work on finished matcrial, 
round the clamp tips with a file, so they 
won't scratch. Then clamp the work to a 
firebrick and turn on the heat with torch 
or soldering iron. The pieces will now stay 
in place. 


GUARD FOR SOLDERING IRON 
To GUARD SOLDERING IRONS against bent 
tips and broken “headlight” bulbs, a device 


as shown in the photograph may be made 
quite easily. A cone is cut from stiff card- 
board and then rolled into the shape shown. 
It is next taped to form a “holster” for the 
soldering gun. This simple expediency may 
prevent costly damage to the gun. 


INEXPENSIVE SPEAKER GRILLE 

PROTECT THE PAPER CONES of loudspeakers 
against accidental tears and punctures by 
covering the 
speaker open- 
ings in cab- 
inets with a 
rigid metal 
grille.The new 
“Do-It-Your- 
self”? alumi- 
num is now 
available in 
perforated j 
sheets at most ————— | 
hardware 
stores and is 
ideal for this purpose. The soft aluminum 
alloy used may be cut easily with ordinary 
household scissors. Several patterns are 
available, and all are decorative enough to 
be used without finishing in “lab” equip- 
ment. For phonographs, TV sets, and other 
“furniture-type” electronic equipment, 
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HUGE *X SALE! 
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KITS and TOOLS 


JUNE ONLY BONUS! 
YOUR CHOICE OF 


ANY ITEM IN THIS AD 
FREE! 


WITH EVERY $10 ORDER 


25-ft. ROLLS WIRE. 
a cloth insulated, 


dd 
stranded. 218 to $ 
1. colors, Wt. 2 
ex, $5.50 


50 CERAMICON CONDENSERS, TEN 
Scoop! Tubular, dise, button Plastic 
types. Over 20 values. $ solid & 
2 to 4000mmf, Shop 1 4, 8 
must! Wet. 1 lb, Reg. $13 


60 TUBULAR CONDENSERS. 15 SWITCHES. Rotary, push, 
00035 to Imf. up, to $ micro, toggle. Expert- $ 
1600V. 20 types, .Is too! menters mote! Wt. 3 lbs. 

Wt. 2 Ibs. Rey. $10. Reg. $12. 


25 OIL CAPACITORS, Bathtub 25 TUBE SOCKETS. Moulded, 
and tubular. .1 to 2mf. up to wafer, shield base types. 4 to 
600V. 20 selected values. $ 9 pin; 10 sizes, some $ 
Well-known mfrs. Wt. 4 | ceramic and mica. Wt. 6 

los. Reg. $17. lbs. Reg. $6.50. 

10 ELECTROLYTICS, Tubular 200 COIL FORMS. 50 sizes 
and FP units. 8 to 1000mf. and shapes. Bakelite and 

up to 450V. Many mul- oo ceramic, Experimenters 1 


tiple sections. Wt. 2 Ibs. must! Wt. 2 lbs. Reg. $14. 
Reg. $11. Tv ACCESSORY KIT. Never 
50 RF COILS, CHOKES and j before! 1 each 60 & 70 de- 


slug-tuned coils for TV, $ gree yokes, focus coil. $ 
radio, lab, 20 types. Wt. Brand new! Wt. 8 lbs. 
1 Ib. Reg. $15. Reg. $10. 
60 RESISTORS. 56 ohms to R/C ASSEMBLY, Exclusive! 
20 megs. %. 1 and 2 watts. Mtd. on term. strips: 
25 selected values. Many $ moulded, paper and mica ca: 
So. Insulated. Wt. 12 aiacitors: OO) ie cae mf 
, eg. 2. up lo . 5 gw Yer 
50 PILOT LITE SOCKETS. sistors. Leads Ye” to A $ 
Builders’ special! Screw §' fone: _puani new: Wt. 2 
ang baygnet pres Wt. a ae I Rane Ps 
2 Ibs. “Reg. Z 60 MI c. é re 
1500 PIECES SPAGHETTI tub- Rasaint Posie ie type, 
ings Tenens, 0 410 SI | aver 5% too! 20 var SM 
Batic. “Rex. 87. nes, Wt. 1 Ib. Reg. $17- 
plastic. 3 - 
18 W.W. RESISTORS. Power MOULDED CAPACITORS. Out- 
candohm and ‘*dogbone’’ types. standing value! 20 se- $ 
5 to !0,000 ohms. 5 to lected sizes, 0005 to .05 
50 watts. 15 values. 5] mf up to 600V. Reg. $13. 
Wt, 2 Ibs. Reg. $11. 25 VARIABLES. First time In 
10 RADIO CHASSIS. 5, 6 & U. S.! 8 values; mica and ce- 
7 tube punched chassis. $ ramic trimmer condensers by 
Weve emousnOp imamate! wt. ain anak Bimenco} on 3-12 
8. eg. 30, oO ort mnif, Sin 
75 KNOBS. Some worth abe | ahd us: Why ot 2 
ea. Vand Radio. » _ 
types, push-on, set screw. 5] 10 INDICATORS & HOLDERS. 
Wt. 2 Ibs. Reg. $8.50. A Lektron first! 5 pilot lite 
THREE LBS. HARDWARE. As- and thermal indicators, $ 
sorted. Over 1200 pieces; $ 5 Piceletuse naiders: Wt. 
eevee nite lugs, etc. 1 lb. Reg. $8. 
Reg. $6.50. 70 TERM. POSTS & STRIPS. 
12 CONTROLS. Up to 1 meg. Builders' special! Asst, bind. 
12 selected values. Some w/ ing posts. screw and lug type 
switch, some duals. For $ terminal strips (1 to, 10 $ 
TV, radio. Wt, 2 Ibs. terms.). Wt. 1 Ib. Reg. 
Rey. $12. $4.50. 


SPECIAL!—TOP QUALITY 
HOT DROP— FORGED STEEL T 0 0 L S 
MANUFACTURER'S OVERSTOCK—LIMITED QUANTITY! 


only $4 each! ‘em 


B* dia. CUTTERS, . - ..0a aw on § anesig ss - $1 
. 6” LONGNOSE PLIERS 


7” GRIPPER-CUTTERS +. 0$1. @) 
G-PIECE SCREWDRIVER KIT......-++5-¢ $1 
Plastic handle, Ye. 3/16, Ya, Phillips 1 & 2 


interchangeable blades. 
5. 7-PIECE NUTDRIVER KIT... $1 


Long handle, 3/16. Ye. 5/16, %. 7/16, 2” 3 
Steel socket wrenches in metal box. 

6. 9-PIECE TWIST DRILL KIT... - i ee a %) 
Long shank. hardened steel, 1/16" thru Y” = 
by 64ths. In case. 


Please send check or Money Order. Include post- 
age. C.0.D. orders, 25% down payment. 


LEKTRON SPECIALTIES 


28 Gardiner Street CHE 3-6325 Chelsea, Mass. 


awye 


COV'T SURPLUS E.E8 
SIGNAL CORPS 


Pat, 


A private phone or Intercom system. Easy 
fo operate, Use any ploce thot portable, 2- 
way communication Is desired. Gives clear 
feception up to 15 miles. Operctes on two 
standard batteries, Several phones moy be 
used on the same line. Set contains 9 ring: 


Ing generator, leother carrying EA 
case and phone, Each set Is g (~~ 
reconditioned & checked-out, 

G50 


Complete circuit — Set of 2 


Pay by Money Order or Check. P.0,’s aecepted from D&B firms, 
50% depoalt with C.0.D.'s, Prices F.0.8. Los Angeles. 


WORLD'S MOST AMAZING BARGAIN CATALOG 
OVER 320 PAGES aS 


ean ieirs 4 
° WAR 
SAVE 85% on suthti 
Packed with SENSATIONAL 
VALUES in WAR SURPLUS, 
FACTORY CLOSE-OUTS and 
GENERAL MERCHANDISE! 
Fully |Ilustrated, Packed with 
thousands of Borgalns in Hand & 
Power Tools, Radio Speakers, Ear 
Phones, Electronics, Godgets, 
Electric Motors & Blowers, all (Po-:: 
types of Hydraulic Equipment, 
Outdoor & Sports Equip, Comeras, 
Precision Instruments, Micros 
scopes, plus many, mony more. 
To cover the cost of Handling and 
Seud 50c Mailing. CREDITED to your first 


orcer, 


PALLEY surety co. 


= 


2263 E. VERNON AVE. DEPT. PL-6 
los Angeles 58, California 


Make your own baby genius computers 


GENIACS 


Scientific—Entertaining—Instructive—Sate new 
line with our new construction kit including all 
parts and instructions: 


K1: GENIACS—SMALL ELECTRIC BRAIN 
MACHINES—AND HOW TO MAKE THEM 


This kit gives simple instructions, construction plans, and 
a complete set of parts for making over 30 arithmetical, 
logical, reasoning, computing, puzzle-solving, and game- 
playing machines (see list below). Each Geniac displays 
intelligent behavior, runs on one flashlight battery, requires 
no soldering (ail connections with nuts and bolts). This kit 
is the outcome of five years of design and development work 
with smali robots. This kit is simple enough for intelligent 
boys; yet instructive to anyone because It demonstrates in 
easily put-together models the fascinating variety of comput- 
ing and reasoning circuits. iit, Including instructions and 
SUMP Ges 3538s 050iosdfly any a's 98> 99. #44/0:4,61 419 GIR Bec $15.95 


Returnable in one week for full refund if not satisfactory. 
The parts Include six multiple switches of a new design: all 
parts are accurately machined; the parts alone if bought in 
small quantities would cost over $25. 

Some of the possible GENIACS: Logic Machines: Compar- 
ing; Reasoning; Syllogism Machine; Intelligence Test. 
Game-playing Machines: Tie-Tac-Toe, Nim, Arithmetical 
Machines (both decimal and binary): Adder, Subtracter, 


Multiplier, Divider, Arithmetical carrying. Cryptographic | 


Machines: Secret Coder, Secret Decoder, Combination Locks. 
Simple Machines: Burglar Alarm, Automatic Oil Furnace 
Circuit, etc., Puzzle-Solving Machines: the Space Ship Air- 
lock; the Fox, Hen, Corn, and Hired Man; Douglas Mac- 
donald’s Will; the Uranium Shipment and the Space Pirates. 


po = = MAIL THIS COUPONS = = = = omy 


[| GENIAC PRoJEcT | 
36 W. 11th St., New York 11, N. Y. 


j Please send me the Gentac kit. Returnable in 7 days for fult 
Tefund it not satisfactory. I enclose $15.95 in full payment. 


] My name and address are attached. 
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MINIATURIZED ALLIGATOR CLIP 
The smallest alligator clip made has been 
introduced by Mueller Electric Company, 
1600V East 31 Street, Cleveland 14, Ohio. 
Available in steel (cadmium plated) or in 
solid copper, the clip is half the length of 


may be fitted with vinyl insulators (right), 
Sold separately, the insulator sleeve slips 
over the nose of the clip. The clip weighs 
only 1/20th of an ounce and will not “lean 
over.” Jaw spread is 3/16-inch. Descriptive 
literature is available from the manu- 
facturer. 


KIT AIDS CUTTING OF SHAFTS 

Centralab has brought together — into 
one kit —a selection of 6 tools to aid in 
the adapting of control and switch shafts 
to individual requirements. A custom-made 
shaft clamp tool, similar to that used by 
many tool makers, has been produced 
specially for this kit. The tool holds a 
variety of diameters of shafts in a vice 
without damage for a clean cut. 

Also included in the kit are a fine-tooth 
hacksaw blade and precision half-round 


needle file, an “A” size drill and drill stop 
for drilling out holes in knobs, and a small 
screwdriver. All tools have been picked 
for their high quality and usefulness in 
the radio field. 

The “Shaft-Kut Kit” is CRL catalogue 
number SK-1, and can be purchased from 
any Centralab distributor. Complete de- 
tails are in Bulletin 42-223 available from 
distributors or by writing directly to Cen- 
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tralub, 900 East Keefe Avenue, Dept. C-97, | 
sea BUILD 15 RADIO 


FLUID CLEANS MOVING PARTS 


Specially formulated for the electronic | CIRCUITS AT HOME ane 
Y 


and electro-mechanical industries by Beaver 

Laboratories. 

86-81 Palo Alto 

Street, Hollis 

23; N.Y “Cone 

tact” is a new 

colloidal solu- 

tion with a hy- 

drocarbon car- acer. 

rier base. The * 
A ms 

super - capillary ab 

action of this con 

restore? 

product forces + ee 

it into inacces- a 

sible places (pypeament! 

where it in- ipa 

stantly cleans 

and deposits a 

coating of “dur- 

alube”—a hard- 

bonded dry lu- * 

bricant which 

resists corrosives, heat, and cold. 

Non-inflammable and completely harm- 
less to precious metals and all contacts, 
“Contact” leaves no gummy deposit and 
has no effect on resistance, capacitance, or 
inductance. 

For complete literature and free sample 
with dropper applicator, write directly to 
Beaver Labs, Section 1, address above. 
Enclose 15¢ to cover postage and handling. 


LOW OHM SAFETY METER 
Accuracy and simplicity of operation are 
combined in Amelco’s new low ohm “‘Safety 
Meter.” This device will not damage deli- 


—— . a 


cate components or expensive meters. It | 
differentiates between legs of high current | 
filament circuits and wil! also indicate | 
sources of troubles in switches, relay con- | 
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With the New Improved 1955 

Progressive Radio “EDU-KIT” §]99> 
NOW INCLUDES 

RECEIVER, TRANSMITTER, Complete 
SIGNAL TRACER, CODE Kot: 
OSCILLATOR CIRCUITS 


© Attractively Gift Packaged 

e@ Free Soldering Iron 

e@ Absolutely No Knowledge 
of Radio Necessary 

@ No Additional Parts 
Needed 

© Excellent Background 
For Television 

@ 30-Day Money-Back 
Guarantee 

@ School Inquiries Invited 

@ Used in 79 Countries 

@ Learn High Fidelity 


WHAT THE PROGRESSIVE RADIO 
“EDU-KIT" OFFERS YOU 


You will learn how to identify Radio Symbols and Diagrams; how 
to build radios, using regular radio schematics; how to wire and 
solder in a professional manner. You will learn proper chassis 


layout. You will learn the basic principles involved in radio 
reception, transmission and audio amplification, You will learn 
how to service and trouble-shoot radios. You will learn code. 


You will receive instructions for F.C.C. Novice license. In brief 
you will receive a practical basic education in Radio, worth many 
times the small price you pay. 


a 
THE KIT FOR EVERYONE 

It is not necessary that you have even the slightest background 
in science or radio. The ‘‘Edu-Kit’’ is used by young and old; by 
radio schools and clubs; by Armed Forces personnel and Veterans, 
No instructor is required. Instructions are complete, simple and 
clear. 

— —______—. 
PROGRESSIVE TEACHING METHOD 


The ‘“‘Edu-Kit’’ uses the principle of ‘‘Learn by Doing.” 
Therefore you will build radios, perform jobs, and conduct experi- 


ments to illustrate the principles which you learn. You begin 
by learning the function and theory of each of the radio parts. 
Then you build a simple radio. Gradually, in a progressive man- 


ner, you will find yourself constructing more advanced multi-tube 
radio sets, and doing work like a professional Radio Technician. 
The “Edu-Kit” Instruction Books are exceedingly clear in their 
explanations, illustrations and diagrams. These sets operate on 
105-125 V. AC/DC. For use in foreign countries having 210-250 
volt source, an adapter for 210-250 V. AC/DC available. 


The Progressive Radio ‘‘EDU-KIT' is Complete 

You will receive every part necessary to build fifteen different 
radio circuits. The ‘“‘Edu-Kit’’ contains tubes, tube sockets, 
variable, electrolytic and paper condensers, resistors, tie strips. 
coils, hardware, tubing. Instruction Manuals. etc. No solder or 
hook-up wire included. A soldering iron is included, as well as 
Electrical and Railio Tester, Compiete, easy-to-follow instructions 
are provided. All parts are guaranteed. brand new, carefully 
selected and matched. In addition. the ‘‘Edu-Kit’’ now contains 
lessons for servicing with the Progressive Signal Tracer, High 
Fidelity, F.C.C. Novice Instructions. quizzes. 


TROUBLE-SHOOTING LESSONS 

Trouble-shooting and servicing are included. You will learn 
how to recognize and repair troubles. You will build and 
learn to operate a professional Signal Tracer. You will receive 
an Electrical and Radio Tester, and learn to use it for radio 
repairs. While You are learning in this practical way, you will 
be able to do many a repair job for your neighbors and friends and 
charge fees which will far exeeed the cost of the ‘Edu-Iit.”’ 


FREE EXTRAS 


© ELECTRICAL & RADIO TESTER @ SOLDERING IRON @ HI- 
Fl GUIDE e@ TV BOOK @ QUIZZES @ CONSULTATION 
SERVICE 
PROGRESSIVE “EDU-KITS"’ INC.,497 Union Av., Brooklyn 21, N.Y. 
ee 
| MAIL TODAY—Order shipped same day received. { 
| 30-Day Money-Back Guarantee. INCLUDE ALL FREE EXTRAS, | 
O "“EDU-KET'’ Postpaid. I enclose full payment of $19.95 | 
| Gg “EDu-KIT” coD—! will pay $19.95 plus postage (USA only) 
* © Outside USA: Enclose $20.95. ‘‘Edu-Kit'’ sent postpaid 
Oo 


15 Outside USA: 210-250V. AC/DC Adapter. Enclose $2.50 

| O More details on ‘‘EDU-KIT! Free—No Obligation | 
O FREE Radio-TV Servicing Literature. No obligation 

I NAME_ | 

I ADDRESS. ener = | 

| PROGRESSIVE ‘EDU-KITS” . 497 UNION AVE. | 

reed 509D, Progressive Building Brooklyn 11, N. Y. t 
es ee ae ce ee ee ee ee ol 


Satisfied users report up to 


1500 mile range. ELEC. 
TRON TUBE MODEL uses $ 95 


standard radio parts built 

to last. No hearing aid Post 
parts used. You ean as- Paid 
semble this neatly engi- 

neered kit in one hour with simple 
directions. Batteries and parts fit in 
case. Tube included. FULLY GUAR- 
ANTEED. Batteries $1.10 per set. 
Radio headphone $1.50. Dime-size 
hearing aid earset, limited supply im- 
ported, $1.85, or use own earphone, 
MODEL 3V4, factory-wired (set only) available 
at $8.95. If C.0.D. please mail $1 deposit. 


WESTERN RADIO Co. 


Dept. 6 Box 1526 Sacramento 14, Calif. 


THRIFTY SPECIALS 


WELLER JUNIOR SOLDER GUN 
See April issue P.E. 


300 FEET SIX ASSORTED COLOR PLASTIC VERE 
WIRE, PLUS RACK ......... = leientledh) pala : 4 


ASTATIC CRYSTAL MIKE . ae) 
excellent for home recording, ete. 


THRIFTY TV SUPPLY COMPANY 


13647 Burbank Bivd, Van Nuys, Calif. 


BE SHARP! SHARP! SHARP! 


Hit your friends with a new brain teaser every day! 
Our 100 thought provokers assure your popularity. 
These scientific puzzlers sharpen your wits in 
Electronics, Logic, and Mechanics. They're rough! 
They're tough! But we give you the answers. Send 
$1.00 to 


ELECTROFACTS, Box 5027, Bossier City, La. 


NEW R/C SUPPLEMENT 


Hundreds of new kits, parts, tubes and relays 
are listed in our new Supplement 55-2. Keep up 
to date with the latest in Radio Control, If you 
are not on our mailing lst, send postal and ask 
for supplement 55-2. 


ACE RADIO CONTROL 


Box 301 Higginsville, Mo. 


TRANSISTORS!!! 
EXPERIMENTERS Hurry ® limited quantity, marvels 
of electronics ® build your own audio oscillators, per- 
sonul radios, hearing aids, ete. @ Transistor $3.00 
* Lead Sulphide Photocell in plastic $1.00 e Cad- 

= mium Sulphide Cell $2.00 @ Lead Sulphide Cell in 
Glass $1.00 @ Learn by doing @ Act now. 
BAKGAIN OFFER—Entire kit, 2 Lead, 1 Cadmium 
Cells and 1 Transistor ONLY $5.00 postpaid, includ- 
ing booklet of information and circuits. 


TRANSISTOR-PHOTO PRODUCTS 
Geneva, Ellinois 


TRANSISTOR RADIO!!! 


World's smallest and lowest priced transistor 
set. Perfect for baseball fans, office workers, 
children. Polystyrene plastic case smaller 
than cigarette pack, carry in shirt pocket or 
purse. Tunes all stations. Operates one 
month on dime store battery. Plays indoors, 
utdoors, in automobile. Built-in an- 
enna. Assembles quickly, no soldering 
iron tieeded. Complete with baitery, less 
earset—$12.00. Special imported hearing 
aid earset—$3.00. Single headphone— 
$2.00. Postpaid. Cash, Check or Money 
Order. Eastern Audio Research, Box 62, 
Little Neck 63, New York. 


tacts, and connectors. The device locates 
incomplete electrical bonding and detects 
unsoldered and ‘‘cold” soldered connections. 
It eliminates the possibility of a good con- 
tinuity indication through a misconnected 
part. The meter is priced at $75.00. For 
further information, write to Amelco, Inc., 
Dept. 10, 2040 Colorado Avenue, Santa 
Monica, Cal. 


H POCKET SIZE TROUBLESHOOTERS 
Two simple and efficient circuit checkers, 
called “Trouble Trackers” and recom- 
mended tor use by home and shop electri- 
cians, radio and TV repairmen and industrial 


engineers, have been announced by Link 
Aviation, Inc., Binghamton, N. Y. 

The pocket-sized units can be used to 
check all types of heating elements (toast- 
ers, flatirons, etc.), motors, generators, 
windings, relays, switches, filaments of 
radio and TV tubes, and various hard-to- 
trace circuits in cars, houses and machines. 

The new units are the “Trouble Tracker, 
Sr.,” the more versatile of the two, and 
“Trouble Tracker, Jr.,” which is used to 
check basic continuity of low-resistance, 
“power-off” electrical circuits. Both models 
are simple to use. By attaching the alli- 
gator clip to one end of the circuit and 
touching the probe to the other, a flash of 
light from a “Trouble Tracker” pinpoints 
the trouble spot instantly. Additional in- 
formation may be had by writing to the 
manufacturer. —30 
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Ama-Touring 
(Continued from page 92) 


KG4 (Guantanamo Bay, Cuba)—-KG4AO, 
14.22; KG4AU, 14.195. 

KP4 (Puerto Rico)—KP4GI, 14.25; 
KP4NY, 14.26. 

KV4 (Virgin Islands)--KV4BB, 14.21; 

KV4BD, 14.26. 

| KZ5 (Panama Canal Zone)_-KZ5NS, 14.19; 
KZSWA, 14.16. 

LU (Argentina)—LU4DMG, 14.19; 
LU7MAL, 14.15. 
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OA (Peru)—OAIC, 14.15; OA4CC, 14.12. e 


PJ (Netherlands West Indies) —PJ2AG, ix your TV Set 


14.17; PJ2CL, 14.14. 


PY (Brazil)—PY4AEX, 14.16; PY6BN, > 
14.15. Sa VOURSELF! 
i , e 


TG (Guatemala)—TG9AI, 14.33; TGOKF, 


14.175. BUY YOUR TV TUBES © 
TI (Costa Rica)—-TI2RMA, 14.15; TI4AC, AT WHOLESALE! 
14.14. 
VP1 (British Honduras)—VP1GG, 14.195. | 
VP2 (Leeward Islands)—VP2KM, 14.155," | . 
St. Kitts. i eee we Sa : 
VP2 (Windward Islands)—VP2DA, 14:15,. | eum 
Dominica. 


VP3 (British Guiana)—VP3HAG, 14.17; 
VP3LF, 14.185. fs 
VP4 (Trinidad)—VP4LZ, 14.18; VP4TT, Rei 


14.12. 
VP5 (Jamaica)—-VP5AK, 14.17; VPS5AR, 
14.14. | 
VP6 (Barbados)—VP6GP, 14.175; VP6SF, cee’ 
14.19. To NS: eee: | 
VP7 (Bahamas)—VP7NG, 14.155; VPTNW, sis 
14.19, 
VP9 (Bermuda)—-VP9AL, 14.17; VP9BM, 
14.19. | 
XE (Mexico)—XE1UM, 14.33; XE2HZ, 
14.33. neers 
YN (Nicaragua)—-YNI1RA, 14.15; YN4CB, | | 2747 - 4 
ue | ee a SM es : 


YS (El Salvador)—YS1MS, 14.17. j 
YV (Venezuela)—YV2AM, 14.18; YV5AI, | | 384 ace: F 
14.19. —30} 
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Tape Recorders 


(Continued from page 80) 


motors, along with such amenities as pre- 
cision-bearing idler capstans, special ten- | 
sioning devices in the pay-off and take-up | 
reels, and accurate tape guides and gates. 

In the lower priced units, the use of syn- 
chronous motors is not possible due to their 
expense, nor are many of the other features 
of the better units applicable. In fact, one 
of the really amazing things about the cheap 
recorders is that, in spite of the lack of | 
these facilities, the tape motion is fairly re- | 
spectable. However, it would be unwise to 
delude yourself into thinking that wow and | 
flutter are not present. Just record for a 
minute or two some sustained piano chords, 
or flute or violin passages. Unless your ears | 
are far from normal, you will be all too un- | 
happily aware of the unpleasant wavering 
of the musical tones. 

Enough of my carping!! What you want 
to know is what you can do to correct 
some of these deficiencies of your tape re- 
corder, especially without spending large 
sums of money. AS mentioned previously, 
there is not much one can do about the 
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BAG A TBD bse. AP OD creegmns OE 
TBAT. tose 159 BE inercio ‘49s WNTLIGT ... 99 
GOCE  eecce 49 TEP econ. SP LTE ence. 29 


Minimum Order 


rae oot oye, | Mail Your Order to 


der. Balance C.0.D. 
full remittance is sent, 
please include postage. 
Excess money will be 
refunded. Quantity us- 
ers—write for special 
discounts! 


FREE! 


with every order of $20 
or more—famous “Ox- 
wall’ magnetic screw- 


mee ELECTRIC =| COMPANY 
long handles to get in 

79 CLINTON PL. 
May Gr purchased ous 
neo or ie ie NEWARK, N. J. 


those tight spots, etc. 
$5.50. 


7 screwdrivers in all. 
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head structure. Tlowever, the associated 
circuitry can be modified to give better re- 
sults. Much of the poor sound of the low- 
cost units is due to cheap amplifier design 
and the use of small cheap speakers. Now, 
unless you are an experienced serviceman, 
the next step calls for the services of a 
qualified radio technician. Have him dig 
into the electronic innards of your unit 
(with the aid of a circuit diagram, of 
course) and install an external jack with a 
switch, which in one position will allow the 
normal integral operation and in the other 
position will feed the output of the head di- 
rectly to your hi-fi preamplifier and ampli- 


BUILD YOUR OWN 
RADIO OR ELECTRONIC. 


EQUIPMENT with the... 
SPEED-CHASSIS 


Save time and money...simplify assembly, 
improve appearance with a SPEED-CHASSIS, This 
flexible breadboard assembly of modular construc- 
tion is ideal for testing, designing, modification or 
Permanent equipment, SPEED-CHASSIS is provided 
with interchangeable socket arrangements; one 
grounded and four insulated tie point strips; inter- 
changeable plates, with pre-punched holes, are 
available to meet all needs. Cover and panel make 
your successful equipment designs both permanent | 
and neat. SPECIFICATIONS: Chassis 5” wide x 
5%" deep x 167%" long; 20 gauge cad. plated steel. 


43 CK-200 (Chassis Kit plus ass’t aR 0.95 | 
i CK-300 {Chassis Super-Kit: CK-200 plus rack panel 


and cover}, $18.95 
} 


WRITE FOR FREE LITERATURE AND PRICE LIST 
DESCRIBING CHASSIS, PLATES, DUST COVERS, 
PANELS, BRACKETS, AND POWER SUPPLIES, 


Enclose full amount with order. No C.0.D.’s please, 


SPECIFIC PRODUCTS 


14515 Dickens. Street * Sherman Oaks 7; California 


fier. Naturally, this process is for the 
playback function only. With this change 
accomplished and with your amplifier con- 
nected to a reasonably good hi-fi speaker, 
you'll get some good sound. Equalization 
of your own and pre-recorded tapes is no 
longer a problem since you can use the 
bass and treble controls of your preamp to 
compensate for balance. Mechanically there 
is not too much you can do to aid things 
—one help is to avoid the use of different 
sized reels, ie, a 7” reel on the pay-off and 
a 5” on the take-up or vice versa as this 
upsets the reel tensioning. Also be sure to 
use the 7” reel with the new larger diam- 
eter hubs. 

Like almost everything else in this hi-fi 
world, this forward step you have taken is 
also a step backward! You see, now that 
the circuitry has been modified, you will 
soon realize that the cheap little crystal 
microphone that was supplied with your 
unit is pretty horrible. If you want to do 
any sort of music recording and expect to 
get decent results, you would be wise to 
replace that crystal mike with a good dy- 
namic type such as made by Electro-Voice, 
Shure, and others. These range in price 
from about $10 to $70. Most non-profes- 
sional tape recorders have high impedance 
mike inputs, so make sure that your mi- 
crophone is also high impedance. You will 
probably have to call upon the serviceman 
again to match the inputs and outputs of 
microphone and recorder. Incidentally, for 
the circuitry work previously described 
and for this mike/recorder matching, a 
fair charge would be between $10 and $12, 

If you have followed the procedures out- 
lined in this article, you will have a tape 
recorder which can be used quite success- 
fully for music recording. If you can afford 
the cost of still better units in the $350 
and up class, you’re equipped to tackle al- 
most anything. Since I see most of my 
allotted space has been used up, we will 
have to go into recording techniques next 
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AmericanRadioWistorv.Com 


DEPT. € 
1483 Coney Island Ave., Brooklyn 30, N. Y. 


Please send copy of your latest 
book “The Karlson Enclosure” to 


Send for this free 
booklet. It contains alt 
the facts you need to 
select and install the 
enclosure for the dis- 
criminating...the en- 
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month. I would suggest that until then 
you experiment with some music pickups. 
Any live source will do—the church choir, 
the high school or Legion band, etc. Don't 
be bashful! Most people love to hear them- 
selves and will cooperate! -30- 
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Carl & Jerry 


(Continued from page 89) 


snap back quickly to the left side of the 
screen. 

“A similar saw-tooth of current at a 
much lower frequency which is passed 
through another pair of deflection yoke 
coils mounted at right angles to the ones 
producing horizontal] deflection makes the 
beam move comparatively slowly from the 
top of the tube to the bottom and then 
snap back to the top again. These two 


magnetic fields, exerting their combined 
influence on the electron beam simulta- 
neously, cause it to describe the line-draw- 
ing process, or scanning, as it is called, 
that we were talking about.” 

“How many of these frames or pictures 
occur in a minute?” 

“It’s easier to measure them by the sec- 
ond. Sixty fields, or thirty complete frames, 
occur every second. Breaking each picture 
up into two fields cuts down the possibility 
of flicker and also has some other advan- 
tages. Movie cameras in theatres use the 
same basic system to reduce flicker. The 
film speed in those machines is twenty-four 
frames per second, but each frame is pro- 
jected twice to produce a total of forty- 
eight picture-showings per second.” 

“That little old spot of light on the pic- 
ture tube must be hustling.” 

“You're not kidding. I figured out one 
time that on a twenty-one inch tube the 
spot of light must be traveling at a line- 
drawing speed of about 16,000 miles per 
hour. The speed during retrace action is 
about ten times that.” 

“Okay, let’s get on with it,” Carl prod- 
ded. “All you've produced so far is a raster 
of 500 parallel lines of brightness on our 
screen.” 


“Muy bien, Buddy, but you can help from | 


here on in,” Jerry said. “You can be the 
modulator for our TV transmitter. Throw 
a kink in that hose and when I say CUT, 
stop the water until I say OPEN. This 
fresh section of garage wall I’m marking 
off with the hose will be our screen. The 
picture we receive will be the simple one 
of a black telephone pole standing out in 
a snow storm. Remember the wet wall in- 
dicates white on our screen and the dry 
portion represents black. 

“At the transmitter,” Jerry went on, 
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“there is a tube in the camera that is a 
sort of miniature version of the picture 
tube in the receiver. The image of the 
scene being photographed is focused on the 
Screen of this tube, and this image is 
scanned by an electron beam just as we de- 
scribed. What’s more, the scanning beam 
in the camera tube and the one in the re- 
ceiver picture tube are kept locked exactly 
in step with even more precision than the 
movements of the June Taylor Dancers on 
the Jackie Gleason show.” 

“Now I’m beginning to get a picture,” 
Carl murmured with his eyes still closed. 

“When the scanning beam of the camera 
tube strikes a light portion of the picture, 
it causes the amplitude of the transmitter 


) Carrier to be reduced; when it moves to a 


dark picture element, the carrier ampli- 
tude increases. How much the carrier de- 
creases or increases depends upon how 
light or dark that particular picture ele- 
ment is. 

“In our TV receiver this increase or de- 
crease of carrier strength is translated into 
increasing or decreasing negative signal 
voltage applied to the control grid of the 
Picture tube. Keep in mind that a change 
in this voltage is immediately apparent as 
a change in brightness in the line or lines 
being traced on the screen at the instant 
the change takes place. Holding all this in 
mind, let’s start scanning our garage-wall 
picture. First I start at the upper left- 
hand corner with the stream of water. As 
I get to about the middle of our screen, 
I say, ‘Cut!’” 

Obediently Carl kinked the hose sharply 
and the water stopped. Jerry moved the 
nozzle over a bit and commanded, “Open,” 
and Car] released the pressure so that the 
drawing of the line could be completed. In 
this manner several interrupted wet lines 
were drawn across the garage wall inside 
the rough rectangle Jerry had marked off 
with the stream. Then the water was cut 
off while Jerry went back to the top of his 
“screen” and started drawing another set 
of interrupted lines between those already 
drawn. The result was a completely wet 
rectangle with a rather crude vertical dry 
stripe up the center. Between directions 
to Carl, Jerry continued to lecture. 

“The directions I’m giving you are the 
Ones given to the transmitter by the pick- 
up tube in the television camera. These di- 
rections are passed on to the TV receiver 
through its antenna, and inside the receiv- 
er are passed right to the electron beam 
inside the picture tube. That means that 
when the scanning beam of the camera 
tube is moving across a light portion of the 
scene, the TV picture tube is showing a 
bright line. When the camera tube scan- 
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ning beam is on a coal-black picture ele- 
ment, the beam of the picture tube is cut 
off and the screen is allowed to go black. 
In short, since these two beams are in 
exact synchronization, whatever is seen by 
the camera tube scanning beam is shown 


on the face of the picture tube by varia- | 


tions in the intensity of its beam. Gray 
shades are portrayed simply by reducing 
the intensity of the picture tube beam 
without actually cutting it off entirely. The 
nearer the voltage applied to the control 


grid of the picture tube approaches the | 


cutoff voltage, the dimmer is the line 
drawn by the beam and the darker is the 
shade of gray. Well, here goes the last 
line of our picture. What do you think—?” 

He never got to finish his question. At 
this instant the kinked hose in Carl's hands 
suddenly gave way and threw a great spray 
of water over both boys and over the 
gleaming automobile against which they 
had been leaning. 

“Hey, the modulator’s busted!" Carl 
yelled as he scrambled for the valve to 
shut off the hose. It was too late. The 
freshly washed car was splattered all over 
from the shower it had received. 

Jerry surveyed the damage ruefully for 
a moment and then picked up two pieces 
of chamois skin and held one out to Carl. 

“Be my guest!” he invited. —-ft- 
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Dise Review 
(Continued from page 81) 


excelled. His is a lush, rich musica] tapes- | 


try with his wonderful facility for ex- 
pression and dynamics given full rein. 
Probably there will be many who will 
criticize this reading as overblown and 
oversentimentalized. I think the score can 
stand this treatment and this interpreta- 
tion combined with the fabulous sound 
makes it the recording of choice. On Victor 
LM1377, there is an astounding range of 
dynamics, and woe be to those whose hi-fi 
systems have hum and noise, which will 
stand out boldly in the pianissimo passages. 
Strings are clean and luminous, brass is 
sparkling and weighty, and the percussion 
has great impact and solidity. The Collins 
reading on London LL822 is a close second 
to the Stokowski and many will probably 


prefer his more straightforward perform- | 


ance. Good balance and acoustics, are 
notable in this recording. The Ehrling- 
Mercury disc is in the same vein as the 
First Symphony—good but not spectacular 


sound, combined with a performance which | 


if not inspirational is at least honest. 
The Sibelius Third has been recorded but 


twice, by Collins on London LL1008 and by | 
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Ehrling on Mercury 10125. The same re- 
marks can be applied to this Ehrling re- 
cording as were made for the previously 
discussed discs. The Collins is a real hum- 
dinger in sound with some huge brass 
sounds especially notable. The perform- 
ance leaves little to be desired. 

The Fourth Symphony has been recorded 
four times, which makes everything come 
out nice and even. Three of the four are 
good enough for the hi-fi category and the 
other is so bad as not to be worth mention. 
Once again it is Collins on London LL1059 
who gets the potted palm for best sound 
and recording. This has a lush string tone, 
and big-hall acoustics combined with ex- 
traordinary dynamics; the reading is 
knowledgable without being stuffy and is 
perhaps the best in this Collins series. The 
von Karajan performance on Angel 135082 
is one that will find favor with many peo- 
ple. Save for a few ideas which are 
von Karajan’s and not Sibelius’, this is 
a quict, well-paced reading with sound 
which has a great deal of transparency and 
smoothness, but is somewhat lacking in 
climactic strength. The third recording 
once again features Ehrling and as always 
his is a good reading with more than ac- 
ceptable sound. 

The Sibelius Fifth has had five record- 
ings with Angel and von Karajan vying 
with the London and Mercury dises for top 
honors. Best of the lot this time is the 
Ehrling version on Mercury 10142. His 
reading is tremendously powerful and in- 
tensely human. Here we find the best of 
the Mercury-Swedish sound. The string 
tone is huge, brass is nobly proportioned, 
dynamics are very wide range, and low dis- 
tortion prevails throughout the dise. The 
two other recordings have similar virtues 
in lesser degree. 

Ehrling is all alone with the Sibelius 
Sizth since it is the only recording in the 
catalogue. Happily, in the interests of econ- 
omy, it can be found on the reverse of 
Mercury 10142 along with the Fifth Sym- 
phony. The sound and the performance are 
essentially the same here as they were with 
the Fifth. 

The Seventh and the least popular of 
Sibelius symphonies as far as the general 
public is concerned has had the second 
greatest number of recordings—a total of 
seven. Of these only two can qualify as 
hi-fi and these are Collins and Ehrling on 
London LL1008 and Mercury 10125, respec- 
tively. The Collins is the better of the two 
by a hair in sound mainly because of the 
superior acoustics. Ehrling’s performance 
is most vital and he manages to project the 
mysticism in this score most effectively. 
Both recordings are quite wide range in 
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sound and have good dynamics. String 
tone is better in the London and brass is 
better in the Mercury disc. 

Next month we will review the sympho- 
nies of the great modernist, Shostako- 
vich. —30- 


AAAMAAAAAAAAAAAAAAAAAAAAAAAAAA 
R/C Frankie 
(Continued from page 72) 


his garage, a shotgun in his hands. Mrs. 
Johnson sat on an overturned lawn-swing, 
crying hysterically. I doubled my gait. 

Out on the next avenue, people streamed 
from their houses and gathered in little 
knots along the sidewalk. J caught bits of 
conversation as I streaked past. 

“|. came rumbling out of Johnson’s.. .’ 


«|. went down that way... hit the 
mailbox ... hurtled across the street... 
made that car climb right up...” 


Several fellows, bearing rakes, hoes, and 
other improvised weapons, passed my lag- 
ging trot. The leader carried a thick coil 
of rope. When they suddenly turned into 
the next yard, I followed, noting my mowef 
—it’s shaft broken—lying beside a con- 
crete post. 

In the rear, a sizable crowd was gather- 
ing around a small pool. In the center of 
the pool—draped with vines, part of a 
clothesline still bearing clothes and sur- 
rounded by dead goldfish floating belly up 
—sat Frankie, his painted face leering in- 
nocently into space. 

I listened to the comment around me. 

“| might be from a flying saucer...” 

“| hasn’t moved an inch since it hit the 
water...” 

Shorted out, I decided, looking at the 
electrocuted fish. 

A moment later the police arrived and 
began questioning various onlookers. Re- 
gretfully, I began easing my way out of the 
excited crowd. Suddenly, the wife ap- 
peared beside me. 

“You going to claim ownership?” 

Mentally, I computed Frankie’s intrinsic 
worth against a dozen probable lawsuits. 
“No0000000,” I whispered. ‘But he makes 
a dandy pool decoration, doesn’t he!” I be- 
gan guiding her, by the arm, firmly toward 
home. 

“Guess this puts a crimp in that crazy 
electrical hobby that’s been keeping you up 
nights, eh?” she asked shrewdly. 

“Ummmmmm,” I murmured, my eyes 
clouded with thought. 

“Now, don’t tell me you’re planning to 
start the whole nonsense all over again!” 
she said, alarmed. 
for one minute I’m going to put up with—” 

“How would you like an entire intercom 
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| system throughout the house?” I suggested. 
“And photoelectric-controlled doors? And 
maybe a hi-fi setup distributed through the 
whole place, so when you break a beam, the 
music follows you from room to room! Su- 
perb idea, eh?” 

“No more robots? Promise?” 

I turned and had one last look at ithe 
milling throng around Frankie. They were 
calming down. 


agreed. 


“Well, not for a while anyway,” I 
—50- 
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Short-Wave Bands 


(Continued from page 95) 


0100-0145 (except Saturday) on 7280 
(French). Other noted sessions are in Eng- 
lish. The DX program is heard Sunday 


| 0200-0213 on 7280, 9500, 11760, and 15320. 


CANADA: New schedule to US.A. is 
2000-2145 on CKLO, 9630 and CHOL, 11720 
and excellent to South Pacific daily at 
0345-0415 from CKLO and CKNA, 5950. 


| They also have a transmission to Korea at 


0330-0345 on CKLO-CKNA. Program to 
the Northwest Territory is heard from 
CKLP, 9585 and CKRZ, 6060 at 2200-2230 
or later. 

BELGIAN CONGO: OTIM-1, Leopoldville, 
is being heard on its new 6152 outlet in 


| parallel with 9380 around 0500 at strong 


level. 

GOLD COAST: A station rarely noted is 
ZNT, the Accra Airport on 4742.5 ke. Noted 
contacting PAA Flight 150 en route to 
South Africa at 2305-2320. 

SOUTH AFRICA: Johannesburg, 4895, 
opens Sunday at 2345 with setting-up ex- 
ercises in Afrikaan until 0000. BBC news 
is relayed until 0015. 

FRENCH GUIANA: Radio Cayenne, 6199, 
is noted 1730-1830 opening and closing 
with “La Marseillaise.” French news noted 
1815-1825. 

MOZAMBIQUE: Lourenco Marques is 
noted using this channel (though a bit 
higher than previous) of 9770 at 2330. Pre- 
sented usual recordings, commercials, and 
identities. Asked for report to be sent to 
“Reception,” Box 594, Lourenco Marques, 
Mozambique. They are particularly inter- 
ested in receiving reports on this new 31- 
meter outlet. 

EGYPT: A seemingly new frequency, 
widely reported, in Cairo on 11675 at 1655- 
1700 (and earlier) with news in Arabic, 

PERU: OBX4Q, 5970, at Lima Radio El 
Sol is testing a new 5-kilowatt transmitter 
with announcements in Spanish, English, 
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and Italian. They ask for reception re- 
ports, promised to QSL at once, and to 
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send a souvenir of Peru to those reporting 
OBX4Q’s signals. Noted from 0050-0128 to 
sign off. 

SPAIN: 
(Spanish Communist Party in exile), a 
clandestine station, on 6950 and 8070 in 
Spanish at 1345, going off at 1430, and 
being heard again at 1600. 

TANGIER: Pan-American Radio, Tangier, 
on 7290, carries the following new sched- 
ule: Spanish and French at 0300-0600; 
English 0630-0700; French 0700-0815; Span- 
ish 0900-1030; French 1100-1145; Hindu 
1145-1345; English 1400-1440; French 1500- 
1600: Italian 1615-1630; Spanish 1630-1745; 
the International Program from 1748-1900 
close-down. Address is Pan American 
Broadcasting System, 16 Dalacroix, Tan- 
gier, International Zone (Morocco). 

DOMINICAN REPUBLIC: A widely heard 
station is the new HI7T at Ciudad Trujillo 
on 3285. Operates 0600-0000 in dual with 
HI2T—9753, HI4T—5970. 

AZORES: CSA93, Ponta Delgara, is noted 
on 4867 at 1700-1730 with an English pro- 
gram; goes into Portuguese at 1730. 
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Universal Arm 
(Continued from page 87) 


With the base mounted and the support 
arm subassembly finished, complete the 
job by mounting the support arm assembly 
in the base. Loosen the wing nuts on either 
side and force the rubber ball between the 
sides of the base until it snaps into place 
in the large holes. Then tighten the wing 
nuts. 


Using The Universal Arm 


The “Universal Arm” permits a minia- 
ture chassis or other small subassembly to 
be held in just the right position for wiring, 
assembling, and testing. When clamping a 
chassis to the arm, tighten the ‘Handy 
Clamp” sufficiently to insure a snug grip, 
but don’t overtighten. Remember that the 
“Handy Clamp” is weakened somewhat by 
the hole in the back strap. To clamp pol- 
ished metal parts in the arm (such as cos- 
tume jewelry), cement felt or rubber to 
the interior clamping edges of the “Handy 
Clamp” to avoid scratches. 

Although the “Universal Arm” is strong 
enough to support miniature equipment 
and small subassemblies with ease, it will 
not support heavy weights. Don’t use the 
“Universal Arm” to hold a part in position 
for drilling, heavy filing, or similar ma- 
chine work. 

Whenever the “Universal Arm” will not 
be used for a period of time, loosen the 

(Continued on page 128) 
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Radio Espana Independiente 


In DETROIT It’s AARON 


For Bargains in Surplus That Can't Be Beat 
A REAL SCOOP—6 METER TRANSMITTER 


FREQ. 53.3 TO 95 ME, 50 WATTS 


Complete RF amplifier section with coils, tuning 
condensers and 3 815 tubes. (Tube line up) 815 
xtal OSC. and buffer. 815 tripler. 815 final, can 
be converted for 2, 10, 15, meter, or be used as an 
exciter unit for higher power RF amplifier. Tubes 
alone worth much more than asking 

Price Ofs:00 5 ccs 66d ieee o Sek Fe EF OR $ i A, 50 
New in original sealed carton—-SH. WT. 10 LBS. 


BC-22i FREQ. METER 
Aluminum Gase—TS-i64 AR. 


On shock mount. also has 
1. voltage reg. tube VR. 
105. 2. 816 amperites, 1. 
110 V. pilot light bulb, 1. 
160 OHM relay. 1.1 MFD 
@ 200 VDC cond. and ext. 
power supply cable. With 
installation instructions. 
It's a beautiful black 
crackle case for your old 
BC-221 FREQ. METER. SH. 
ORIGINAL CAR- OR QR 
TON ONLYs. 20:3 » $5, 95 
BC-221 TECHNICAL MAN- 
UAL. NEW. Prepaid $1.25 


BC-929 SCOPE INDICATOR AS PICTURED 


Build your scope on this 
foundation. Originally 
operated on 110 V 400 
cy. This scope has been 
demilitarized to the ex- 
tent that only the 400 
cy. Xmfr’s and tubes 
are removed, but has 
all the basic elements 
for a first class lab. in- 
strument. Has extreme- 
ly high vertical and 
horizontal sensitivity 
and a wide range bandwidth for TV use. 


Has all 

controls for vert. centering, horiz. intensity, focus, 

horizontal and vertical amplitude and sweep dura- 

tion. Plus——3 inch tube shield, with a 14 pin 

socket 5 so. 239 amphenol panel plugs. $3 95 
a 


All condensers, resistors and sockets. . 
SH. WT. 7 LBS. With 3BP1 tube.........- $5.75 


A gold mine of misc. resistors, octal sockets, mica 
condensers, etc. (over 500 parts on 5 strips) re- 
moved from BC 800 transceiver chassis. Assem- 
bled and wired. A real bargain 5 strips. SH. WT. 
T LBS. ce on op etwn 2 Spe. i at ereek om cee $2.50 


PRACTICE CODE heh ie AND TAPES 
1, 8) SG; 6h %, Ss. B 11. 12, 18; 14, 15) NEW 
shel awa cds onsceepeae @ came ert $1.25 EACH 


TG 34A NEW $ { 6 95 TG 10. W/TUBES 
W/MANUAL r] TESTED—LIKE NEW 
Terms: 25% deposit with order—balance C.O.D., all ship- 


ments F.O.B. Detroit. Note—save C.O.D. charges by re- 
mitting full price and allow for postage. 


AARON ELECTRONICS 


Dept. £. 3830 Chene St. 


Detroit 7, Michigan 
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GLOSSARY 


a.f.c.—Automatic frequency control: (1) control of the 
frequency of the local oscillator in a superheterodyne 
to keep the receiver in tune with a desired station; 
(2) control of the frequency of the horizontal oscillator 
in a television receiver to keep the horizontal detlec 
tion in step with the horizontal deflection at the tele- 
vision studio and thus to keep the Picture steady 
horizontally. 


a.g.c.—Automatic gain control, control of the ampli- 
fication of an amplifler so that its Output is approxi- 
mately constant in spite of variations in the input 
signal; especially such control in television receivers 
to reduce variations in picture contrast produced by 
variations in r.f. signal strength. 


a.v.¢.—Automatic volume control (a.g.c. used in radio 
receivers to reduce variations in sound volume pro- 
duced by variations in r.{. signal strength). 


choke—An inductance used especially to present a 
high impedance to a wide range of frequencies. Filter 
chokes are used in rectifier-type power supplies to 
remove from the d.c. output hum components equal 
to the power line frequency and its harmonics; audio- 
frequency chokes are used in audio amplifiers and 
tadio-frequency chokes are used in rf. and if. ampli- 
fiers, to present a high impedance load to a vacuum 
tube or to block unwanted signals. 


erystal—]. Rectifying crystal, one which passes elec. 
tric current more easily in one direction than in the 
Other and thus can be used to change alternating 
current to pulsating direct current; made of such ma- 
terials as germanium, silicon, copper oxide, galena, 
and carborundum. 2, Piezo-electric crystal, one which 
transforms mechanical energy to electrical and vice 
versa. Such crystals, made of Rochelle salt or barium 
titanate, are used in microphones and phonograph 
pickups. When cut to a certain size and shape, a 
piezo-electric crystal, usually made of quartz, can be 
used as a resonant circuit, to control the frequency of 
an oscillator or as a frequency-selective filter. 


decibel—A measure of the ratio between two power 
levels or of a power level with respect to a designated 
reference level. Basically, the number of decibels is 
ten times the logarithm of a power ratio. One decibe! 
is approximately the smallest difference in sound 
power which can be detected by the average human 
ear. 


db of teedback—The number of decibels by which 
inverse feedback in an amplifier reduces its over-all] 
gain and distortion. 


detector—A circuit used to recover an audio or video 
signal from a modulated radio signal. 


electrolytic capacitor—A type of capacitor in which 
the dielectric or insulator is a thin film of oxide 
deposited on one aluminum or tantalum plate and an 
electrolyte is used between the insulator and the 
other plate. This type of capacitor provides a larger 
capacitance in a given volume than any other type. 
However, except for special aq electrolytics, this 
type can be used only in circuits where voltage of 
constant polarity is applied to it. 


elevator—Control surface of an aircraft which regu- 
lates its pitch attitude (level, climbing, or diving). 
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feedback—Returning part of the output of an ampli- 
fier stage to the input of the same or a previous stage. 
Negative or inverse (out-of-phase) feedback decreases 
the gain and distortion of the amplifier; positive (in- 
phase) feedback increases gain and distortion and 
may produce oscillation. 


frequency response—The relative ability of an ampli- 
fier, loudspeaker, or other device to tespond to differ- 
ent frequencies, 


glow plug—A type of internal-combustion engine used 
in models, in which starting is assisted by a filament 
in the combustion chamber, which is energized by an 
external battery. 


harmoni¢ distortion—Distortion consisting of addition 
to the signal of components whose frequencies are 
multiples (harmonics) of the original signal frequency. 
It is produced by an amplifier or other device which 
is nonlinear (does not give the same ratio of output to 
input for all input amplitudes). 


heterodyne—A different frequency (beat) produced 
by combining two frequencies. 


hole—Absence of an electron normally present in an 
atom; a positive charge. The action of some tran- 
sistors often is explained by referring to movement of 
holes or positive charges, rather than movement in 
the opposite direction of electrons or negative charges. 


microammeter—A meter for the measurement of cur 
Tent flow, which is calibrated in microamperes, or 
millionths of an ampere. 


milliampere—One-thousandth of an ampere. 


modulated—Varied in amplitude, frequency, or some 
other quality. Radio-frequency signals are modulated 
in order to carry signals of lower frequency, such as 
sound or picture signals. 


multitester—A meter which is a combination of a 
voltmeter, an ohmmeter, and (often) an ammeter. 


ectal—Designation ot one of the standard types of 
tube base or the socket to fit it. The base has eight 
equally spaced pins and a centrally located boss, 
which is made of insulating material and has a key 
to prevent improper insertion of the tube in the socket 
The loctal tube base is similar, except that its pins 
are smaller in digmeter and the central boss is of 
metal and has a groove which fits a one-turn spring 
in the socket, to hold the tube. 


oscillator—A vacuum-tube or transistor circuit or other 
device which produces an alternating-current power 
output without mechanical rotation. 


plate dissipation—The part of the power applied to 
the plate circuit of a vacuum tube which does not 
appear as signal output, but is dissipated as heat in 
the plate of the tube. 


push-pull—An arrangement of two vacuum tubes in 
an amplifier so that the input signal is applied in op- 
posite phases to the two tubes and the signal outputs 
are combined in phase. This arrangement reduces 
even-harmonic distortion. 
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regeneration—-Positive feedback in detectors and am- 
plifiers. Increases gain and distortion and may pro- 
duce oscillation. 


saturate—To reach the maximum possible value of 
some quantity, such as magnetization in the core of 
an inductor or electron flow in a vacuum tube from 
cathode to plate. 


servo-motor—A special electric, hydraulic, or other 
type of motor used in control apparatus to convert a 
small movement into one of greater amplitude or 
greater force. 


signal generator—A test instrument providing elec- 
trical power substantially similar in amplitude, fre- 
quency, and other qualities, to signals found in elec- 
ironic equipment. 


signal tracer—A test instrument for detecting the 
presence of a signal in electronic equipment and, 
with some signal tracers, measuring its amplitude, 
frequency, or other qualities. 


superheterodyne—A receiver in which all incoming 
radio-frequency signals are mixed with the ouiput of 
an oscillator to produce a heterodyne or beat fre- 
quency. The oscillator frequency is variable so that 
the beat produced with any desired signal can be 
adjusted to a certain frequency. The beat-frequency 


signal is fed to a fixed-frequency (intermediate-fre- 
quency) amplifier, where greater and more uniform 
gain and selectivity can be obtained than at the 
original radio frequency. 


superregenerative--A type of regenerative detector in 
which the tendency to oscillation is controlled by a 
quenching voltage of ultrasonic frequency which pe- 
riodically allows the gain to increase, then reduces it. 
The quenching voltage can be produced by the detec- 
tor tube itself or by a separate oscillator. This type of 
detector has great sensitivity, but poor selectivity. 


tone control—l. In a radio receiver or an audio am- 
plifier, means provided to change the relative re- 
sponse to audio signals of different frequencies; 
effects which can be produced are treble boost or 
attenuation and bass boost or attenuation. 2. In 
radio control of models, a system wherein the radio 
signal is modulated by audio tones and control is 
achieved by keying the modulating tones on and off, 
instead of keying the r-.f. carrier. 


yv.tv.m.—Vacuum-tube voltmeter, a voltmeter using 
one or more vacuum tubes to increase the sensitivity 
of the basic meter movement, so that measurements 
can be made in a Circuit without drawing much cur- 
tent and without disturbing very much the normal 
operating conditions of the circuit. May also be a 
combination voltmeter, ohmmeter, and ammeter —-30- 


ABBREVIATIONS 


a.c.—alternating current 

a.f.—audio frequency 

a.f.c.—autoinatic frequency control 
a.g.c.—automatic gain control 
AM—amplitude modulation 
amp.—ampere 

ARRL—American Radio Relay League 
a.v.c.—automatic volume control 
BCI—interference, with broadcast reception 
b.f.o.—beat frequency oscillator 
cps—cycles per second 

c.t.—center-tapped 

c.w.—continuous wave 

db—decibel 

dbm—decibels above one milliwatt 
d.c.—direct current 

d.c.c.—double cotton covered (wire) 
d.p.d.t.—double-pole, double-throw 
d.p.s.t.—double-pole, single-throw 
DxX—distance 

elec.—electrolytic 

FCC—Federal Communications Commission 
FM—frequency modulation 
freq.—frequency 

GMT-—Greenwich Mean Time 

hi fi—high fidelity (of sound reproduction) 
hy.—henry 

i.—intermediate frequency 

K--kilo (one thousand) 

ke.—kilocycle 

M—mega (one million) 

ma.—milliampere 

mce.—megacycle 

meg.—megohm 

mike—microphone, microfarad 
mil—milliampere 

m.o.p.a.— master oscillator, power amplifier 
mu—amplification factor 
wid.—microfarad 
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ppid.—micromicrofarad 

mw.—milliwatt 

m.w.—medium wave 

PA—power amplifier 

p.a.—public address 

PM—phase modulation, permanent magnet 
(speaker) 

pos.—position (of a switch) 

pot.—potentiometer 

pri.—primary 

R-C—resistance-coupled 

R/C—radio control 

rect.—rectifier 

res.—resistor 

RETMA—Radio-Electronics-Television Manufactur- 
ers Association 

r.f.radio frequency 

r.m.s.—root mean square 

sec.—secondary 

SN—self-neutralizing (escapement) 

s.p.d.t.—single-pole, double-throw 

spkr.—loudspeaker 

s8.p.s.t.—single-pole, stngle-throw 

s.w.—short-wave 

SWL—short-wave listener 

sync.—synchronization 

t.—turns (of a coil) 

trans.—transformer 

TV—television 

TVI— interference with television reception 

u.h.f.—ultra high frequency 

v.—volt 

v.f.o.— variable frequency oscillator 

v.h.f.—very high frequency 

VR—voltage regulator 

y.t.v.m.—vacuum-tube voltmeter 

vu—volume unit 

w.—watt 

wpm—words per minute 

xmtr.—transmitter 
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RESISTOR-CAPACITOR QUIZ 
(Questions on page 85) 

1. No. All lead wires have a certain amount 
of resistance, even though it may be small, 


and it takes time to charge a capacitor through 
a resistance. 2. R in megohms, C in #fd. 3, .5 
megohms. 4. .0025 id. 5. 250 microseconds, 
6. 2.5 seconds. 7. 10,000 ohms. 8. .004 utd. 
9, 370 volts. 10. 1 minute and 40 seconds. 
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FIND URANIUM 
with the 
URANIUM DETECTOR GEIGERSCOPE 


Easy to use! Scientifically accurate! Fits into your pocket? 
Durable! Needs no power source! More sensitive to radio- 


activity in mineral specimens than a geiger counter or 
scintillator. Indicates radioactive content with sparkles of 
light. Now in use by scientists in atomic laboratories and 
universities. Indispensable for prospectors, engineers, experi- 
menters. hobbyists. 


Professional Model $4.95 
(with eye shield for use in daylight) 


Standard Model 
(for use in darkened room) $2.95 


Each model ccmplete with uranium ore sample, weatherproof 
holster, full instructions and UNCONDITIONAL GUARANTEE. 


Atomic Prospector’s Handbook $1.00 


Packed with valuable-data on radioactive ores, field and lab 
methods, map showing uranium areas. 


No C.O.D.'s Please 


Suite 1004 ¢ 516 Fifth Ave. 
MONITOR PRODUCTS S¥°5.20°%,.2. 88 iy 


METAL LOCATOR KIT $987 


As Featured in This Issue 


TINY CRYSTAL KIT 


2.5 MH choke 39¢ 
CK 706A diode. - 1a sSe¢ 
Small plastic box ...- see Se 
Two jacks & PIUGS «cc. ee. ee ee ee eta 35¢ 
! Order kit complete or parts separately. $1.34 
THRIFTY TV SUPPLY COMPANY 
13647 Burbank Bivd. Van Nuys, Calif. 


GIANT CATALOG 


NEW LISTINGS—1955 ELECTRONIC SPECIALS 


Listing thousands of surptus Rectifiers.@ 29¢ ea. Transformers.@ 49¢ ea. 


sae ante ae  CUntet 6 2. ibs vim Ge 
byists, engineers—10c coin or fj SWitches.@ 6gea. Motors.......@ 99¢ ea, 
stamps. Automatic Steppers @ 95¢ ea. 

SOUNDTRONICS LABS Dept. P-4 
632 ARCH STREET PHILADELPHIA 6, PA. 


Send for 
PATENT INFORMATION REGISTERED EOTENT 
INVENTOR’S RECORD ASSOCIATE EXAMINER 


without obligation U.S. PAT. OFF. 1922-1929 


GUSTAVE MILLER Patent Attorney & Advisor 


65-PE WARNER BUILDING U. S. NAVY DEPT. 1930-1947 
WASHINGTON 4, D. C. PATENT LAWYER 


GEIGER COUNTER KIT 


You can assemble it yourself in about an hour. All 
holes drilled and ready for wiring. No special tools 
required. Full instructions and easy to follow dia- 
gram included. Government booklet ‘‘Prospecting 
with a Counter’ and radioactive sample provided 
free with kit. Full price including tubes, headset 
and batteries only $17.50 postpaid. Send check or 
money order to 


Stowers & Son, 804 Grand, Kansas City, Missourl 


RADIO CONTROLLED 
Garage Door ‘94 50 


Actuator Mechanism 
Write for Information 


Pp. E. HAWKINS CO. 


631 Prospect Kansas City 24, Mo. 


—— . ve . 
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Universal Arm 
(Continued from page 123) 


base wing nuts, allowing the rubber ball to 
return to its original dimensions, and per- 
mitting the rubber to “rest”. To keep the 
ball clamped in one position for a long pe- 
riod of time may result in a permanent 
”set” in the rubber. 

Above all, don’t let these suggested 
“rules” prohibit the use of the “Universal 
Arm” in all miniature wiring work. The 
rules are simple and easy to follow and are 
designed to help the builder get the most 
from this gadget. —30-— 
MAAAAAAAAAAAAAAAAAAAAAAAAAAAAA 


Hi-Fi Distortion 
(Continued from page 75) 


quencies results in a sharpness of the 
sound—in speech “esses” and “tees” partic- 
ularly seem to be over-emphasized; (3) de- 
ficiency of low frequencies means in music 
that the low frequency instruments tend 
to disappear, string bass, drums, and so on, 
while over-emphasis makes the reproduc- 
tion sound boomy; (4) in specch, loss of the 
low frequencies is not particularly notice- 
able—in fact, for some purposes it may re- 
sult in improved intelligibility, but exces- 


Residents of Calif. inctude 
3% sales tax. Send check 
or money order te: 


eye se 


sive low frequencies in speech reproduction 
result in a boominess that makes the 
speech sound unnatural as if the speaker 
were talking in a large wooden box. 

So far we have only introduced one kind 
of distortion and some ways of measuring. 
In further articles we will discuss other 
kinds of distortion and methods of measur- 
ing them. -f0— 


MAAAAAAAAAAAAAAAAAAAAAAAAAAAAA 
Heat Without Flame 
(Continued from page 29) 


Many present-day applications of induc- 
tion heaters seem almost like “black 
magic.” A person can place his hand in 
some types of induction furnaces and, if 
the furnace were not charged with a load 
of metal and if he wore no ring, he would 
feel no heat. Yet this same furnace could 
melt a piece of steel in minutes. 

One problem in melting some types of 
metals is finding a furnace lining which 
will not melt itself under the intense tem- 
perature. With induction heating it is pos- 
sible to float a “charge” of metal in mid-air 
during the heating and melting process, 
then to release the melted ball at will! This 
has already been accomplished in labora- 
tory experiments. —30- 


Now, for the first time, this nationally advertised tester is available in a ‘Do It Yourself” 
kit! Today the GLO-TEST is enthusiastically used by hundreds of Radio & TV service- 
men, hobbyists, Radio amateurs, and experimenters. 

Over 50 uses—Measures A.O.-D.C. voltages to 50 KV: Capacity measurements; Resistance 
continuity to 3 Meg.; Signal Generator and Tracer; Tube Tester etc. 


GLO-TEST KIT, complete with test leads and instruction book......... only $Q25 


- V. A, ENTERPRISES, 608 E. Rosecrans Blvd., Compton, Calif. 


Classified 


FOR SALE 


ny er 
DIAGRAMS for repairing radios $1.00, Television $2.00. 
Give: make, model. Diagram Service, Box 672-PE, 
Hartford 1, Conn, - 

GEIGER Counter Kit—Only $64, assembled $76. More 
sensitive than most counters and scintillometers. 
Counter Diagrams, 50 cents. Uranium, 1.00% Us Os, 
$1.00. Determine ore values with this accurate sam- 
ple. T. Barrett, 22319 Kathryn Ave., Torrance, Calif. 


ELECTRIC Pencil: Engraves all Metals, $1.50. Beyer 
Mig., 10511-P Springfield, Chicago 43. 
“PSYCHIC Dominance, Rule others. with your 
thoughts.” $2, Delmar Wisdom, 833-S8 Sunnyside, 
Chicago 40. ef ae CY eg ee a 
HI FI 30 Watt Williamson Type Ultra Linear Output 
Transformers with Primary screen Taps for 5881, 
KT66, 807’s. Secondary 4, 8, 16, OHM. Limited Quan- 
tity $14.95 F.O.B. Keltronics, P. O. Box 92, Ventura, 
Calif. 
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15 TESTED one-tube circuits 50¢, including “Radio- 
builder,’ catalog. Laboratories, 328-L Fuller, Redwood 
City, California. = ee 
HIGH Fidelity—Complete Schematics $1.00. Hi-Ft, 
9529 Claremont N. E., Albuquerque, N. M. 


FREE list, Book bargains, Radio, Electronics, How-to- 
do. Wilkerson, Box 776, Camarillo, Calif. 


BUY Surplus ‘Radio Electronics Parts, Equipment. 
Hundreds of other items Direct from Government. 
List $1.00. Box 169 ZF, East Hartford 8, Conn. 


COMPLETE set of parts to build “Loopstick” Crystal 
Radio Kit. Finest, most sensitive yet designed. Com- 
plete with instructions. $2.95 postpaid. TV Sales 
Company, Dept. E, P. O. Box 44, Yonkers 1, New York. 


TV, Radio Parts, Tubes, Antennas, Wire, Speakers, 
Condensers, Selenium Rectifiers, Rotators, Towers, 
Benches, Shelving, Test Equipment, TV Tables. Make 
us your leading supplier. Catalog free. Radio Tube 
Merchandising Company, 508 Clifford Street, Flint 
3, Michigan, 


DIAGRAMS: Professional Model Timers, Counters, 
Intercoms, Organs, etc. $1.00 each. List free, Parks, 
102 S. E. 57th, Portland 15, Oregon. 


URANIUM Detection Instruments. All newest, finest, 
scientifically engineered units. Highest sensitivity. 
Popular priced. Unconditionally guaranteed. Free 
Prospecting information, maps and techniques. Uni- 
versal Atomics Corp., Dept. PE6, 527 Lexington Ave- 
nue, New York City. 


POPULAR ELECTRONICS 
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UPERSENSITIVE VHF radio receives television, FM 
roadcast, CAP and amateurs without antenna or 
round. Factory wired assembled complete with 
pecial tube only $3.98 postpaid. Thousands in use 
y experimenters, amateurs, Civil defense. Springfield 
nterprises, Box 54-E6, Springfield Gardens 13, New 
ork. 


OLAR battery converts light into electrical energy. 
igh output type for operating transistors. Only 
1.99. Springfield Enterprises, Box 54-E6, Springfield 
ardens 13, New York. 


ALKIE-Talkie. Build a real wireless two-way port- 
ble radiophone for less than $10.00. Plans 50c. 
pringfield Enterprises, Box 54-E6, Springfield Gar- 
ens 13, New York. 


RINTED Circuit kit. Latest thing in electronics. 
eplaces conventional wiring. Includes copper lam-~- 
nate, etching salt, etch resistant, drawing pen and 
nstructions. Only $2.25. Springfield Enterprises, Box 
4-E6, Springfield Gardens 13, New York. 


OTOR kit, $1 postpaid. Terrific value; Plastic 
ounting, battery. complete; nothing else to buy. 
odel PB1. Electrons, 1304 Spruce, Asbury Park, N. J. 


NOW you can make your own Printed Circuits at 
ow Cost! Complete assortment of materials needed 
o make Etched-Wire Printed Circuits. Contains 
XX-P Copper Board, Etching materials and instruc- 
ions, Etch-resistant material for Layouts, Eylet Con- 
ections and Drill, Circuit Diagrams for Multimeter 
nd 1-tube Receiver. Fully Guaranteed—Send Check 
r Money Order Kit No. 35 Only $3.50 Complete. Tech- 
iques. Inc., 135 Belmont Street, Englewood, New Jer- 
ey. 
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WANTED 


——— Ie 
DISON, Columbia, and other old cylinder phono- 
raphs, parts, horns, and accessories: also, early Vic- 
rolas, Pathe, etc. Prior to 1915. Trade new Hi-Fi 
quipment or will buy for cash if reasonable. Write 
full Particulars to Box 50, c/o Popular ELECTRONICS. 


WANTED: All types receivers, transmitters, test equip- 
ent, power supplies, teletype, cash, or trade for New 
allicrafters, Johnson, Gonset, National, or other. 
eed ART-13, APR-4, ARC-1. Alltronics, Box 19, 
oston 1, Mass. (Richmond 2-0048). 


———————— nd 


INVENTIONS WANTED 


eS 


NVENTIONS wanted. Patented: unpatented. Global 
arketing Service, 1404 Mitchell, Oakland 1, Calif. 


INEW Inventor's Handbook contains valuable infor- 
mation never before published on When, Where and 
How to Sell an Invention. Tells steps that lead to 
Inventive Success. Send $1.00 for your copy today. 
Patent Research Bureau, 309-A Coachman Building, 
Clearwater, Florida. 


——— 
HELP WANTED 


FOREIGN U. S. Jobs to $18,000. Many overseas coun- 
tries. Fare paid. Skilled-unskilled trades, Office. 
Stamped self-addressed env. brings reply. Job Op- 
portunities, Waseca 9-H, Minnesota. 


EARN Extra Money Selling ‘Advertising Book Matches. 
Free Sample Kit furnished. Matchcorp, Dept. EZ-1, 
Chicago 32. Illinois. 


START Your Own Business Credit. Your own boss. 
1135 of our Dealers sold $5,000 to $30,000 in 1954. We 
supply stocks, equipment on Credit. 200 home neces- 
sities. Sales experience unnecessary, Pleasant profit- 
able business backed by world-wide industry. Write 
Rawleigh’s, Dept. E-U-Pel, Freeport, Il. 


BUSINESS OPPORTUNITIES 


RECAST Old batteries into new. Latest achievements. 
Battery Laboratories. Minneapolis. 


AGENTS, Bargain Hunters Wanted. Big Discounts on 
Nationally advertised Merchandise. Wholesale Cata- 
log $1, refunded with first order. Irving Pollack, 12 
Cedar, Akron, New York. 


June, 1955 
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FREE Booklet '‘Money-Making Facts” tells mechani- 
cally-inclined men how to start sparetime business 
at home. Lee Foley Company, Columbia Heights, 
Minnesota. 


FREE Folio “Up to $45,000; Unlimited Vacations.’ No 
merchandise, equipment. Unknown! Work home— 
sparetime! Haylings-PE-2, Carlsbad, Calif. ae 
$80.00 WEEKLY. Operate our selective Mail-Order 
Business in your area, sparetime. Write: House of 
Plastics, Paramus 16, N. J 


a 


INSTRUCTION 


 EEEEeEnEEE 
HIGH School—no Classes. Study at home. Spare time. 
Diploma awarded. Write for Free Catalog HET-8, 
Wayne School, 2527 Sheffield, Chicago 14, Il. 


OPPORTUNITY! Complete high school at home in 
spare time with 58-year-old school. Texts furnished. 
No classes. Diploma. Information booklet free. 
American School, Dept. XA56, Drexel at 58th, Chicago 
37, Illinois. 


567 HOMESTUDY Courses, textbooks. Sensational 
bargains! Free illustrated catalog. Nelson Company, 
210 S. Clinton. Dept. 9FV-43, Chicago 6. 


PASS amateur theory exams. Check yourself with 
sample FCC-type questions & novice & general class 
examinations. All for only 50¢. American Electronics, 
1203 E. Bryant Ave., New York 59, N. Y. 


TAPE RECORDERS 


a 
TAPE Recorders, tapes, accessories. Unusual values. 
Dressner, Box 66E, Peter Stuyvesant Station, N.YC. 9. 
Ol 


MISCELLANEOUS 


— 
COLOR Television from Standard TV using color 
wheel, simple converter. Details, Colordaptor, 3471 
Ramona, Palo Alto, Calif. 


GIANT book of radio plans 50c. Catalog free. Radio 
Supply, Fruitland Park, Florida. 


TUBES—_TV, Radio, Transmitting, special purpose 
types—Bought, Sold, Exchanged. Send details to B. N. 
Gensler W2LNI, 512 Broadway, New York 12, N. Y. 


BUILD your own electronic organ, or electronic brain, 
Jim Kirk, 1552-A Church, San Francisco 14, California. 


“CRYSTAL Set beginners—Free gifts for stamp.” 
Mailmart, Box 92, Paramus, N. J. a sae ed 


MATCHBOX Radio—Amazing! Made for _ pennies. 
Guaranteed! Coil form, case, instructions, 50¢. Birch- 
craft, 5763-A Belmont, Cincinnati 24, Ohio. 


BUILD: Geigercounter, Crystal Receiver, Tube check~- 
er, Capacitor checker, 2 tube pocket-radio etc. Send 
$1—for complete set of 10 diagrams with instructions. 
Vamaline, Box 222, Hawthorne, N. J. 


GEIGER Counter and Metal Detector Kits. Inexpen- 
sive, Educational. Free Literature. Electronic Appli- 
cations, Dept. B, 5024 Lee Highway, Arlington tao VA: 


NOTICE: Inventors and Smaller Industries. Will de- 
sign and build special electronic test for experimental 
equipment to your requirements. For information 
write Box 1191, Dept. B, Minneapolis, Minn. 


QSLS—$2.00 per 100, $5.00 per 300, sample free. W9TFZ. 
1419 - 6 Ave., Moline, Ill. 


ENLARGE those family snaps now! Two 8x10’s or 
three 5x7’s, $1.00 Cash. J. R. Hilken, Box 29-E, 
Secaucus, N. J. 


LIGHTNING Calculator. These are printed devices 
similar to a circular slide rule but giving direct read- 
ing answers to problems involving resonance, re- 
actance, frequency, capacity. Price $1.00 money back 
guarantee. Lightning Calculator Co., Box 6192, St. 
Petersburg Beach, Fla. 


RADIO Television Service forms samples. Jones, 1210 
Dudley, Utica, N.Y. err s2 
MAIL Operators, Agents, new mail order item, a thrill- 
ing treasure will create sensation coast to coast. $2.00 
brings sample, Literature. Jay Geée Ell Co., Box 82, 
Dept. EW, Honolulu 8, Hawaii. ; oe 
BOOK of 300 magic tricks, $1.00. John C. Chester, 
20-E Cromwell Place, Sea Cliff, New York. 
REWEAVING garments. Reasonable. Cigarette burn 
$3.00. Lois Jones, 2432 Berkley Ave., Roanoke, Virginia. 
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(A) 


COLOR VALUE 
Black 
Brown 
Red 
Orange 
Yellow 
Green 
Blue 
Violet 
Grey 
White 


OOWHRAhR ODM Oe 


Gold—+5% 


MOLDED PAPER 


RESISTOR COLOR CODE 


cet tip 


(8) 


RETMA COLOR CODE CHART 


MULTIPLIER 
1 

10 

100 

1000 

10,000 
100,000 
1,000,000 
10,000,000 
100,000,000 
1,000.000,000 


TOLERANCE CODE 


Silver—+10% 


No Color—+20% 


Color Multiplier Tolerance Multiplier 


Black 
Brown 
Red 
Orange 
Yellow 
Green 
Blue 
Violet 
Gray 
White 
Gold 
Silver 
None 


Capacitance is given in pyfd. 
Colors have same values as on 
resistors, except as indicated In 
tables. Colors (A) and (B) are 
for first two digits; (C) is for 
multiplier. (D) is for tolerance. 
(E) and (F) give voltage rating 
in hundreds of volts; (E) is used 
only for ratings less than 1000 
volts, (E) and (F) for first two 
digits of ratings 1000 volts or 
more. Values of colors for (E) 
and (F) are same as in resist- 
ance values, (G) is class or 
characteristic of capacitor, (H), 
(I), and (J) give temperature co- 
efficient. (G), (H), (I), and (J) are 
not listed in the tables, since 
this information is seldom need- 
ed by the average home builder, 
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AB C 0 E F 
FLAT JAN TYPE 


SILVER a B 
ooo 
G oc 


FLAT COM'L. TYPES 


BLACK BODY E 


5% (WAN) 
% 100. 


The ohmic value of a resistor can be deter- 
mined by means of the color code. There are 
two standard methods of indicating this value. 

In Fig. A, the body (A) and end (B) indicate 
the first and second digits of the value while 
the dot (C) indicates the multiplier to be used. 
The tolerance of the unit is indicated by the 
end color (D). For example, if the body (A) is 
green the number is 5; if the end (B) is grey 
the second number is 8. If the dot (C) is red 
the multiplier is 100 or two zeros should be 
added. The resistor is then a 5800 ohm unit. 
If the end (D) has no color. the tolerance is 
+20%, 

In Fig. B, the first two stripes indicate the 
first two digits: the third stripe the multiplier; 
the fourth stripe the tolerance. Thus, if stripe 
(A) is green. (B) is grey, (C) is red, and (D) is 
silver, the resistor is a 5800 ohm, +10% unit. 


CAPACITOR COLOR CODE 
MOLDED MICA 


CERAMIC 
Tolerance Multiplier Tolerance 


20% 1 20% or 2.0upfd.* 
10 1 


a 100 2 
3% ® TMA) on 2.5% (RETMA) 
5% (RETMA) 


5% or 0.5ppfd.* 


0.01 0.25,ufd.* 
0.1 10% or 1. Onntd. = 


*Capacitance 
less than l0upfd. 


CERAMIC 
SCOLOR RADIAL LEAD 
BLACK AB OD ape | 


o0°0 § Sodom: aan LEAD 


BUTTON SILVER MICA 


A 5 COLOR AXIAL LEAD 
G 
> 8 
CU 3rd DIGIT 


OBSOLETE RMA SYSTEMS 


JAN 


HABCO 
5 COLOR STAND-OFF 


eERE ETE RMA aSYSTENS) 
: A B 3d ar ae 5 DOT xx i 


CED asc HA BCD 
0 Gx 5 COLOR 3 COLOR 


PRINTED IN U.S.A. : 
POPULAR ELECTRONICS 


ELECTRONICS 


TELEVISION 
RADIO 


Get the best! 


Get National Schools’ SHOP-METHOD HOME TRAINING! 


Start now! Why wait around for that raise or promotion 
that may never come? Get started now in high-paying 
TV-Radio-Electronics! National Schools' SHOP METHOD 
Home Training prepares you for success in a top-salary 
job or in your own business. You learn all three... Televi- 
sion, Radio, Electronics...in one complete course. Our Shop- 
Tested lessons and manuals help you master all phases in 
shortest possible time! Send coupon, find out today! 


WHY NATIONAL SCHOOLS LEADS THE FIELD 


Located in the “Television Center” of the world, our staff 
is in close touch with tatest developments and opportun- 
ities. We give you personalized job placement assistance. 
We also give you confidential help with both technical and 
personal problems relating to your training. We show 
you how to make Part Time Earnings as you progress. 
Whether you live 30 miles away, or 3,000, you will always 
be pleased with our prompt, friendly service! 


DRAFT AGE? Our home training helps you achieve special- 
ized ratings and higher pay grades if you go in service. 


30 MILLION TV SETS 


need regular repuir! Color TV 
means more sets than ever be- 
fore. NOW is the golden oppor- 
tunity to cash in on “his multi- 
billion-dollar industry.Or‘“write 
your own ticket” in broadcast- 
ing, manufacturing, 
and other special- 
ized phases! 


YOUR AGE 
IS NO 
OBSTACLE! 


I 
| 
| 
Send for | 
FREE LESSON! 


FREE BOOK & SAMPLE LESSON 
will convince you! 
SEND COUPON TODAY! 


IN RADIO 
TELEVISION 


I 
L 


We send you this precision-tested Multitester! Plus parts 
to build Oscillators, Receivers, Signal Generator, Contin- 
uity Checker, Combination Short Wave and Standard 


Broadcast Superher Receiver: All 
this equipment is part of your National Schools course. 
NO EXTRA CHARGES! Send coupon fer free books! 

NATIONAL SCHOOLS, 


“a 
world-famous technical _ pgear ne 
trade school. Now enter Fel aid 


ing our 50th year! 4 ecibhe Pll 
NATIONAL SCHOOLS 


TECHNICAL TRADE TRAINING SINCE 1905 
LOS ANGELES 37, CALIFORNIA 
In Canada: 811 W. Hastings St., Vancouver, 8.C. 
© APPROVED FOR G.1. TRAINING 
e BOTH HOME STUDY AND RESIDENT COURSES OFFERED 


MAIL NOW TO OFFICE NEAREST You! 
(mail in envelope or paste on postal card} 


NATIONAL SCHOOLS, DEPT. R2G-65 ] 

4000 SOUTH FIGUEROA STREET 323 WEST POLK STREET 
LOS ANGELES 37, CALIFORNIA CHICAGO 7, ILLINOIS | 
Please rush FREE BOOK, “My Future in Radio-Tele- | 
vision-Electronics,"’" and FREE LESSON at once. I un- | 


OR 


derstand there is no obligation, and no salesman will call. 


NAME _ BIRTHDAY 19 | 
ADDRESS = I 
CIT Viewe= __ZONE STATE I 
O Check if interested ONLY in Resident Training at Los Angeles. ] 
VETERANS: Give date of discharge ___ J 
oe eS es Sees ee ees ee Ge es ee es ee 


AmericanRadioHisctorv Com 
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Again, Two New Leaders Bear a Famous Brand* 


We're proud of our name and the twenty years of electronic leadership toe 


represents. Our brand new communications line is in keeping with the 
high standards we have always maintained. Hallicrafters respects the _ “ 


recognition it has achieved by never compromising quality for price or sacrificing 


craftsmanship for mass production. These new models are 


These two new Civil Patrol receive 

placing the popular S-81 and S-82 are 
over ten times as sensitive, have greater 
increased audio power output, and in- 
clude an extremely reliable built-in relay 
squelch system. This type of squelch 
system completely disables the entire 
audio system so that not a murmur is 
heard from the speaker until a signal is 
received making the unit perfect for mon- 
itoring of police, fire, taxi, mobile-tele- 
phone, forestry, civil defense. The S-94 
covers from 30—50 Mc and the S-95 from 
150—173 Mc. Built-in speaker and pro- 
visions for headphones. Gray steel cabi- 
net with silver trim panel and red pointer. 
12%” x 77x74". Shipping weight approxi- 
mately 12% Ibs. Eight tubes plus rectifier. 
105/125 V. 50/60 cycle AC/DC $59.95 


Model S-94 (S-95) 


anR aie: 


the ultimate in precision-built communications equipment. 


Banting g re 


This new receiver reflects the dependable perform- 
ance of 500,000 Hallicrafters radios with basically 
this chassis now in the field. Covers Broadcast 


1650 kc—32 Mc. Electrical bandspread operates 
over large, easy-to-read dial. Headphone tip jacks 
on rear and built-in PM speaker. Oscillator for 
reception of code signals. 

Gray steel cabinet with silver frame trim 12%” x 
7 x 7%". Shipping weight 13 Ibs. Four tubes plus 
rectifier. 105/125 V. 50/60 cycle AC/DC $49.95 


. Model S-38D 


Band 540-1650 kc plus three short-wave bands from. 


> 


* 


